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"To Officers and Servants of Great Wb&tern 
Railway of Canada : 

The Rules. Regulations and By-Laws of the Com- 
pany are revised and reissued for the informalion and 
guidance of all employed; and the Officers and Ser- 
vants of the Company are requested to read the whole 
over carefully, in order that each of them may not 
merely be acquainted with the duties and responsi- 
bilities which more especially appertain to his own 
office, but may also be aware of the whole scope and 
intention of the Rules generally. 

They will observe thaL Rules are laid down in or- 
der to insure safety and punctuality in the working of 
Trains, economy in the use of stores, and thereby 
profit in the conduct ol the undertaking, and are also 
intended to assist each Officer and Servant, but not to 
supersede ihe intelligence which he ought to exhibit in 
the discharge of his duties ; for, without intelligence, 
activity and zeal on the part of each, Rules become a 
dead letter. 

It is therefore hoped that these Rules will not 
merely be attende>i to, but zealous application be 
used in their observance. 

It will be observed that civility and attention to 
passengers, combined with safely and punctuality, the 
leading objects of these Rules, are the best means of 
promoting the business of the Roa6, a.tii'iv^iKX'«t'&«. 
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necessity of these requirements is pressed upon the 
attention of the Officers and Servants employed. 

To induce travel, it is obviously necessary that it 
should be made easy and agreeable, and too great 
attention cannot be given in this respect, thus enabling 
passengers to travel about with confidence and facility; 
and it is earnestly hoped that the Great Western Rail- 
way of Canada may become distinguished for the at- 
tention which the travelling public receive, and for 
the safety with which their journeys upon it are con- 
ducted. 

It is a well-known fact that the prosperity of every 
Company must depend in a very great measure upon 
a zealous and efficient Staff of Officers and Servants, 
and upon the individual exertions of each in his 
Sphere. But intelligence and zeal are not alone suf 
ficient ; in addition, good character is required, for no 
man will continue to perform his duties efficiently who 
disregards moral offence. 

(Signed) F. BROUGHPON, 

General Manager. 



GENERAL REGULATIONS 



APPLICABLE TO ALL EMPLOYES OF THE 

GREAT WESTERN RAILWAY 



1. The Rules and Regulations, Special Orders and [^^Rjjfg"" 
Official Directions issued from time to time by the 
Great Western Railway Company being designed for 

the security of the lives of passengers and of property 
entrusted to the Company for transportation, as well 
as for the security of employes engaged thereon, and 
for the proper care and oversight of the property and 
interests of the Company, every employe is expected 
and will be required to yield a willing and cheerful 
obedience thereto. 

2. Each person in the employ of the Company Employes to 

, , ,, J ' J . . , reside where 

must devote himself exclusively to its service, attend requireci,and 
during the prescribed hours of the day or night, and Superior 
reside wherever he may be required. He must 
promptly obey all persons placed in authority over 
him, and conform strictly to the Regulations in force ; 
and he will be liable to immediate dismissal for dis- 
obedience of orders, negligence, incom^et.^T^c^ ^ ^"t 
misconduct 



. Unless appointed so to do, he is not < 
™. ^"^'^j^casion, or under any pretence whatever, to i^ctA 
«™ointed so money from or grant receipts to any person on ] 
no[ 10 accept Company's account; and employes are absolug 
forbidden to receive a gratuity from any person. 

Finw, Kent 4, The Company reserve the right to impase fin 
F«sjmd for neglect of duty, and to deduct fiom the j 
whcdtduct- their employes such fines as may be imposed, ai 
rompny. ^^^-^ sums as may be due as rental of premises 
their possession, or otherwise, and for fees and o 
assesstneots due to the Great Western Railway F 
dent Society. 

, S' N" employe is allowed to leave the CompM 
service without giving one month's notice, 
otherwise provided for by special agreement, j 
his agreement or services may terminate on ret| 
ing same notice from the Conipjny by thei 
Manager; and should he leave without giving s 
intimation, any money due to him will be forfeited 

The services of an employe rated by the day, h 
soever piid, may be dispensed with without notice 
or from the Company or its Officers. 

. On leaving the service he must deliver t 
unifoim or other property of the Company intrusted 
his care, and if any of such property shall havt 
improperly used or damaged a reduction from tl 
due shall be made suffi ient',to make good the daras^ 
or supply new articles, and if a tenant of the Compa 
B must immediately remove from their premises, 
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7. Each employe will be expected, when on duty, '^pp"" 
to appear in a proper state of neatncKS and cleanliness, 

and those with badges to have them conspicuously dis- 
played, and must at all times observe an active cour- 
tesy to all persons travelling on the Line, or otherwise 
doing business with the Company. 

8. No instance of intoxication on duty will be over- '"'' 
looked ; such an offence will render the employe com- 
mittitig it liable to instant disnnissal, and to punish- 
ment by a magistrate. 

9. Strict propriety of conduct, and the avoidance of incivmi: 
profane or indi^cent language in the presence of pas- p^i- i-w 
sengers, and in the transaction of business with others 

and with one another, is required, and any act of in- 
civility or rudeness will be severely dealt with. 

Employes are strictly forbidden from entering into 
an altercation with any person, whatever provocation 
may have been given, bvit will, if necessary, make a 
note of the facts, and report to their immediate 
superior. 

10. No one, whUever miy be his rank, will bcAi 
allowed, under any circumstances, to absent himself 
from duty without p;riiii>sion from the head of bis de- 
partment, except in case of sudden illness or accident, 
in which case he must immediately report to the 
proper officer, ia order that a competent person may 
be intrusted with his dutic'i. 

11. The pay of every man absent or suspended stoppae 
from duty will be slopped. 

li. Smoking on the Company's premises is strictly se 
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forbidden, excepting in such places as raaj have M 
specially appropriated to that purpose. 

13. Employes shall not directly or indirectly foHj 

tiilany other business in Canada or the States coDoect 
in any manner with th e supply of goods or mateiialS 
Railway Companies, or with transportation; 
ihey permitted to commiinicale information as ta i 
business of the Company, whether by letter, telegraa 
or word of mouth (except where such comniui 
is Toade in the discharge uf their appointed dutia 
without the permission of the General Manager 

r'a 14. No officer or employ^ shall engage or erapl 

."" any servant of the Company in the performance! 

Im- private services for hire or otherwise on the Coj 
pany's premises, or elsewhere ; nor shall he apply.j 
remove any of the materials, stores or properties of sf 
Company for private purposes, or for any other t 
ihe Company's authorized service. Any infraction* 
this regulation will be followed by instant dismin 
and prosecution. 

1 5- All employes in places of trust must report i 
misconduct, disobedience, or negligence of otw 
;. affecting the interests OR SAFETY OF TB 
ROAD, the care of the property, either of the C<^ 
pany or customer;-, or the observance of the Rep 
lions; and the withholding any such inforraatioi 
be considered a proof of neglect, and the responsifl 
ity will rest on themselves. 

16. Every person in the service of the Compd 
whose duties require it must make himself thorougfl 
^ules and Regulations contau| 
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in this Book, and with the worlting Time Tables that 
may from time to time be issued, copies of both of 
which he tr.ust have on his person when on duty, 'and 
ignorance will not be accepted as an excuse for neg- 
lect or omission of duly, If in doubt, the party shall 
so act as in no way to compromise the safety of Trains 
or the road, seeking afterwards, on the first oppor- 
tunity, the necessary explanations of the proper officer, 
and each person shall be held liable for injury oc- 
casioned to persons or property by his misconduct or 
negligence; and the Company reserves the right of 
withholding any pay then due to defray the expenses 
of the same. 

17. The regular compensation of employes covers R=8ui^i>i 
all risk or liability to accident. If any employe is dis- comE*™ 
abled by sickness or any other cause, the right to w HabilitrS 
claim compensation is not recognized; and allowances 
when made in such cases will be as a gratuity justified 
by the circumstances of the case and previous good 
character. 

18. Employes of every grade will be considered inP'^modo 
the line of promotion, dependent on the faithful dis- 
charge of duty, qualifications and capacity for assum- 
ing increased responsibility. 

19. Agents in charge of Mails, Messengers of Ex-JJ"'" 
press Companies, Sleeping Car Conductors, and p"^= '^"^ . 
Porters, News Agents, and individuals in charge of'a'ei-^" 
private Cars while with the Trains on this road mu3l&t,ioju;t' 
consider themselves employes of the Great Western iionofo 
Railway in all matters connected wilh VW ■cvweiwKoN.^ 
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and government of the Trains, and must conform to 
the directions of the Conductors thereof. 
Servants 20, Should anv officer or employe think himself 

may appeal . , . , ,, , 

to General aggrieved at any time he may personally represent the 
meiioriaii2e same to the General Manager, or memorialize the 
t e oar . jg^^j.^ through the head of his department who will 
transmit the memorial to the General Manager with 
his report ; in the meantime the employe must recog- 
nize the authority of his superior officers by fulfilling 
their instructions. 
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SIGNALS. 



BED signlfles DAIVOEB'^ 

and inraus ...STOP. 



dBEEK signifies CArTlON 

and means... PROCEED SLOWLY. 



WHITE signilles ILL KHJIIT 

and means 00 ON. 



33. The Signals will be made by Semaphores, and 
by Flags in the day time, and by Lamps at night 
and in foggy weather. 



STATIONARY SieBTALS. 

23. There are eight kinds of Stationary Signals — Dei 

1st. The Hcmapliorc or .Station SiguaL 

Plate No. I. 
3nd. The Single Switcll. Plate No. 3. 
3rd. The Three Throw Swltclv. ^Na.l.'a 
H ^os, 3, 4, 5. 
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14 STATION MASTERS. 

sirici ob^i- jg. No employe is allowed to judge of the necesK 

ni^ of any Signals shown. The responsibility for givi 

them rests with those who exhibit them, and i 

absolutely necessary that they be implicitly and i 

mediately obeyed. 



STATION MASTERS. 

Rpp«ai- 40. Every employe in charge of a Station is 
tiooMMicis. able for the office, bnildingE, and other property i 
the Company there. He is also responsible lor t 
faithful and efficient discharge of the duties deTOIviin 
upon all tile Company's employes under him at t 
Station, and for the order and arrangement of t 
Station and Yard, and its economical and eCGciO 
working. 
^01^ 41, At every Station, a Station Register Book a 

Book. be kept, in which, before retiring from duty eae 

morning, or evening, as the case may be, Stati^ 
Masters must enter full particulars of the working -t 
the Station, and any occurrence which may be usei 
for future reference. The time of coming on and i 
tiring fi-om duty must also be entered in same. 
Suctions 42. Any alteration or suggestion calculated to \ 
lendent. mole the public convenience, or increase the revi 
of the Company, must be at once communicated tc 
Superintendent and General Freight or Passent 
Agent 



43- Leave of absence must not be granted, nor j^^'"*™" 
must any change in Staff be made without the know- ciangoSuff. 
ledge and consent of the Superintendent. 

44. Station Masters must promptly report to Super- Civi 
intendent any incivility to passengers, or neglect oi To > 
duty on the part of employes under their charge, ortii 
which comes under their notice. 

45. The comfort and convenience of passengers x 
and Shippers must be particularly attended to. Every d^n^"" j 
precaution must be taken to prevent any person ex- 
posing himself to danger by being too near the track, 
or leaping on or off Cars when in motion. 

46. Switches and Signals are under the especial i^j^- 
charge of the Station Master; and he is at all times f'^iiffiJ* 
responsible (or their good working order, and that'^'^j^^ 
they are properly attended to, especially before the ""' 
arrival of and while Trains are in the Station. The 

IDAD who opens a Switch must close aud 
lock it for Main Track. AH Sidings diverging 
from Main Line or Through Sidings, when not in 
actual use, must be locked, and any defect in Switches 
must be immediately reported to the Supeiintendent 
and Track Foreman. 

47. Station Masters are responsible for all general ;„ 
and other orders being duly entered and executed, and '^^ 
ihat books and returns are regularly written up and 
neatly kept. Circulars, written instructions, etc., must 
not be put up on the walls of ofBces, but into skeleton 
books, and properly indexed. 




^^' 48. At chief Stations the Booking OfRce must be 

™^s open twenty minutes previous to the Time Table 

time of the departure of Trains, and at smaller Stations 

ten minutes, and closed immediately before the Train 

starts. 

iwngon 49, It is one of the especial duties of Station 

vided wiih Masters to be certain that all passengers from their 

Station are provided with tickets before getting into 

the Train. A strict examination of the collections 

made in the Cars will be regularly made, and note 

taken of those Stations from which the largest and 

smallest number of fares are collected on the Train. 

^krron"" 5°" I'^sss^SS'' f" Freight Cars n.ust upon no ac- 

MaioLine. count be left on the Main Line, nor upon any Level 

Crossing, but shunted into a Siding clear of Main Line 

or Through Siding. The Switch must then be locked, 

and the stop-block placed across rail and locked. 

Resineriiig 51. Station Masters must correctly note in their 

Train Book the arrival and departure of all Trains, 

and the time of Trains passing which do not stop. 

M^^re- 5^' Station Masters at Telegraph Stations are held 

"Pj^yi fft responsible for the safe and prompt delivery of all 

messages received at their respective Stations. 
aiiiKlnansii ^^^, At terminal and refreshment Stations the bell 
must be rung three minutes before the time of depar- 
ture of Passenger Trains. 
T^n"'" 54' ^" "'^ event of a Train becoming irregular 
(rom delay or accident, Station Masters or Switchmen 
must notify Conductors and Engine Drivers of follow- 
Trains of the fact. . 




Station Masters must not stop Passenger Trains S'lppinSjl 
(eir Stations unless such Trains are marked on t 

Table to stop (except when necessary for 
safety of the Lioe, and in order to cany out these 
Rules and Regulations), or by special instructions 
ftom the Superintendent. 

56. Station Masters or persons in charge of Stations ^ 
or Sidings at which Express Trains are not timed to 
slop, must ascertain by personal inspection before such 
Trains are due that Switches are locked, and Main 
Line clear for passage, 

57. Every exertion must be ii.ade for the expedi- ^p*":^ 
dous despatch of the Station duties, and for ensuring 
punctuality to the Trains ; and Trains must be kept 
at Stations as short a time as possible. 

58. Station Masters are held responsible (or proper Regulation 
time being kept at their Stations, and ace required to 
regulate their clocks daily. If a Telegraph Stationi 
flie time will be given by wire irom Hamilton at noon 
each day, and at Non-Telegraph Stations, Station 
Masters must obtain correct time from the Conductor 
of the first Train that stops. When the time of any 
Station clock ditfers from the time given by Hamilton, 
or by Conductors, for two successive days, the Super- 
intendent must be advised by letter, and a proper 
person will be sent to regulate the clock. Time lost 
or gained by a dock must be careluljy registered. 

59. No Station Master is allowed to absent himself Ab 
without leave from the Superintendent, except fcotni« 

in which case he must immedVa.lsiVj %viie "wafoB 



STATION MASTERS. 

of same, so that arrangements can be made top 

the duties of the Station. 
iiauian 6o_ Applications for stores must be made 

proper requisition forms, and sent in on the first 

of each month to the SuperiDtendent. 
bieis!' ^'' Requisitions for Passenger Tickets must 

made upon the proper requisition forms, and sent in on 

the'firsl day of each month to the General Passenger 

Agent. At least three weeks' supply of tickets must 

always be kept on hand, 
piiidous 52. Requisitions for Stationery to be sent in to the 

Stationery Department on the proper forms on the 

fourteenth of each month. 
oresT* ^3' S*^''°" Masters are required to see that 

stores are prudently and economically used ; that 

is no waste of oil, gas, stationery, etc, and that! 

avoidable expense is incurred at their Stations in 

iTidance 64. The Telegraph instrument mnst not l>e left 

Tiini:ni, without a qualified person to work it until all Trains 
have passed the Station. The hours appointed for 
meals must be regulated accordingly, and at those 
Stations where there are night and day operators an 
operator must always be in attendance, 
m-t 6g. A report of articles found in Passenger Cars at 

n Track. Stations or upon the Track must be sent to the Super- 
intendent, accompanied with the proper form, stating 
where and when found. Such articles must be re- 
gistered in a book kept for the purpose by the Station 
;er, giving description of propei-ly, 
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STATION MASTERS, 

when found, and how disposed of. Parties claiming 
found property must accurately describe the same, and 
if the Station Master is satisfied that the clairaaut is 
the owner of the property he may deliver it up on 
obtaining a receipt in the book. No piece of baggage ^''p?^' 
or any article must be sent off by a conveyance be-gage. 
longing to another Company without a receipt for the 
same having been first obtained. 

66. Station Masters are specially required to seeMusitn 
that their Baggage Masters strictly attend to Rules^ 
relating to baggage, and report any neglect, "^ 

67. It is the special personal duty cf Station Masters dc| 
to deposit the cash bag daily in the Train cash box, 
provided for that purpose, in the presence of Baggage- 
man, and to take his receipt for same in book pro- 
vided for the purpose. 

68. Station Masters must see that Rule No. i67.fj^^"> 
lo Switchmen and Signalmen, is faithfully attended to, U|^J 
and that the arm of the Semaphore is raised imme-^ie'^> 
diately the train has passed it. lui 

69. During the winter the passenger platforms and ci' 
approaches, Switches and Semaphore levers and chains 
must be kept clear of suow. Care must also be taken 
lo remove any undue weight of snow from the roofs of 
the Company's buildings. 
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ao COKDUCTORS AND BRAKESMEN. 

CONDUCTORS AND BRAKESMEI) 

HuH^ai:- ^o. Conductors must make themselves thorough 
wiihsignois. acquainted with the whole code of Signals refencc 

in these Rules and Regulations. 
2S^io^ 71. Each Conductor's watch must show the cort 
^^^ time, carefuUy regulated by the standard time 'I 
which Trains are to run, and must compare his tUj 
with his Engine Driver's lime before starting, 
Tiitieto 12, Conductors of Passenger Trains must be at i 

Starting Station not later than half an hour befd 
the departure of their Train, 
Jj^nd™ °^ 73' '''''^y must see by personal inspection that |j 
^^^ Cars have been carefully swept out and dusted ; t " 
when necessary the stoves and lamps ht 
lighted in proper time ; that the water-coolers 1 
filled with good fresh drioking water, and that 1 
passengers are properly accommodated; that t 
Baggagemen and Brakesmen are on duty; that the 4 
brake pipes are properly coupled, and satisfy thd 
selves that their Train is in proper running order. 
i 74. Each Conductor must wear his uniform, 
Kn each Trainman must wear his badge when on duty,l 
' wr 7S' Conductors of night Trains on which Sleepioj 
=ri Cars are run must attend to the Sleeping Car pass* 
gers before proceeding through the other part of t 
Train, examine tickets, and arrange, if possible, so i 
,f not again to disturb the occupants during the joui 
dininci^iTi- 76- Immediately after leaving a Station the name^ 
the next Station at which the Train is timed to sHj 
must be distinctly announced to the passengers ii 



CONDUCl'ORS AND BRAKESMEW. 

of each Passenger Car so as to be heard throughout 
the Car, and as soon as the Train has stopped it must 
be agaia anoounced, and proper time must be allowed 
to passengers to get ia and out of the Cars before the 
Train is put in motion, but every assistance must be 
rendered by Trainmen, so that the Train raay be kept 
at the Stadon as short a time as possible. 

•jj. If a Train should run past a platform at which R^™'^ 
it should stop, the Engine Driver must not be signalled fo™>*- 
to back before the passengers have been warned to 
keep in the Cars, and the Train may then be backed 
to the platform. 

78. Passengers must not be allowed to stand on the P3»ep» 
platform of Cars, or attempt to leap ou or off theraptatfotm 
when in motion. ' Riowm 

75. Conductors mast not allow riotous conduct on and ihe 
the Train, nor allow passengers to put their feet on cu.<hioii5 
tlie cushions, or otherwise destroy the Cars, nor per- hlbi 
mit heavy baggage nor dogs to be placed in Passenger h^^ 
Cars. 0iZ^ 

80. Conductors must not allow anyone to travel""" 
without a ticket or pass signed by an authorized officer, aiig. _ 
They must collect all tickets and passes, and make past. 
out at the end of their journey the returos that may Jj^ilj^j™." 
be ordered from time to time. paa-s. 

fii. Conductors must have the following articles in AnWes 
iheir Trains before starting, and see that they are aUES 
in proper order : — 

Bell Ki)|»e. 

r^ Detoiiatiug Signali^. 

1 Axe and I Haw^ 






CONDUCTORS AND BRAKESMEN, 

^ Red Flags. 

'i Wliite aiiil 1 Red Hand Lamp, 
1 Red Tail Lamp. 
a Hide Lamps for Freight Trains. 
G Ltnk-s and Pins. 
€an of Oil and Supply uf Wick. 
Waste. 

&2. Conductors must always have in iheir posses^ 

■■■ the current working Time Table and a copy of Rijl 

P^iay^"? 83. Entries of all delays, irregularities, etc, Ti 

lohtemercdmade in the Train Journal, which must at the eiu 

the journey be forwarded to the Assistant-Sup^ 

ten dent 

Lighting g^. At sunset Ihe Car and Signal Lamps must i 

saoset. lighted ; and the Conductor must satisfy himself 1 
every Station that all is rigbt as regards lai 
axle-boxes, brakes, couplings, etc, 
LighKon 85. No Other light than the Red Tail Lamp or Kvi 

"'^'^''"'"■Side Lamps must be exhibited from the rear of the 
Train ; and when a Train is standing in a Siding, and 
the Main Line is clear, the Red Tail I-^arap or 
Red Side Lamps must be obscured during the time 
the Train is' stationary in the Siding and Red Side 
Flags removed; but special care must be taken to M 
cover the lamps the moment the Train proceeds -i] 
run on the Main Line, 
stofpingof 86. In the event of a Train being brought I 
H^ sema- stand between two Stations, or outside of Semaph< 
the Conductor must send aBraltesmun or other 5 
per}/ quahfied person 8©0 yards from rear of 1 
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who must take with hitn and use Detooaiing and 
other proper Signals to warn any approaching Train. 

87. On Passenger Trains a Brakesman must always Brai 
be on tlie rear platform of the last Car when leaving a orxraia.**! 
Station, and must look out for Signals that may be 
given from a Sialion to a Train after it has started, 
and see that the arms of Semaphores are raised, as 
directed in Rule No. iGS to Switchmen and Signal- 
men; and any case of neglect must be at once re- 
ported to the Conductor, who must report the same 
in his Journal. 

88. Conductors are responsible for the safe coupling Couplinj 
together of all the Cars in the Train, and for the pro- "'H Rob 
per connection of ihe rope attached to the bell in the 
cab of the Engine, testing the working of same, which 
must not be removed until the Traiu is at a stand at 
the end of journey, and all the passengers have left 
the Cars. 

8g. On the arrival of a Train at the end of a 
journey the Conductor must personalty examine eachjoii™^ 
Car to see if any articles have been left by passengers, 
If anything be found, for which there is no owner, it 
must be handed over to the Station Master. 

90. Conductors must see that fires and lamps areLampua 
safe, and the windows closed. 

91. Conductors must deposit their boxes in the Di!<P«'ii(>n 
place set apart for them. 

93. Conductors and Brakesmen must refrain asi^piagg^ 
much as possible from leaping on or off their Train ™";*'",J^j" 
whilst in motion, and they must not uncouple any *'"'"''''^* 
don of the Train while in mo^\ou. &cto\t \.\ti- ^^ 



^^^^H ceeding to shunt any Cars into a Siding they 

^^^^B satisfy themselves that it is clear, or that there 

^^^^V suHicient room for the Cars, and not allow them to. 

run in with too great an impetus. 

igbi 93, Conductors of Freight Trains must be at 

"^ Freight Warehouse of the Station from which 

oaduiy TraiQ is to leave at least hall an hour previous to the 

ofwuy- time of starting, and they must examine the way-bills 

for Cars, with sundries, before starling, to see that the 

freight is loaded according to the order of the Stations 

to which it is consigned. Should way-bills not be 

ready, the fact must be promptly reported to the 

Saperiotendent, giving name of Stilion and Agenl 

They must also report to the Superintendt 

all cases in which goods to be unloaded 

transit have not been conveniently loaded for disiribu' 

tioo ; they are also required personally to check with 

the Receiving Agent the goods delivered, and should 

there be any discrepancy or damage, it must be noted 

on the invoice at the time. 

Piswngiis 94. Conductors of Freight Trains will carry pas- 

TrafnT""" scngers onlyon those Trains specified for such serviceh-i 

Ciwingof 95- Before starting they will also see thit 
mu^g of doors of all Cars are properly secured, and thai 
'** Cars are all properly coupled together, 

tMuied pIb[. 96- Condactors must particularly examine all pli 
^aS*Md. form Cars, to see that they are safely loaded, and If- 
they are not, must leave them to be reloaded. They 
must also examine the brake-masts, and see that tbey 
^^- are free to work before starting. 
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CONDUCTORS AND BRAKESMEN. 

97. A Conductor's Car must be at the rear of^!j°"j'J|'f 
every Freight Train, and on all Trains carrying pas-™'."^ 
sengers a bell-rope must be extended from the end ofi"™'"^ 
the Train to the gong in the cab ol the Engine. 

98. Conductors must stite in their Report every Ca^rali 
casualty and delay on the journey; and when any Cars 10 ht r 
have been left on the road that should have been 
taken forward, tJiey must notify the Assistant Superin- 
tendent by telegraph, and enter the particulars in 
their Train Journals. 

99- Should the bell-rope become disarranged, and wben. 
it be necessary from any extraordinary circumstances of onu 
to stop the Train, the Brakesmen must apply the 
brakes sharply, and suddenly release them a few times 
so as to attract the Engine Driver's attention. 

100. Whenever a Conductor has reason to believe Brok« 
that his Train has passed over a broken rail, it is his 
duty to stop the Train, and ascertain if such be the 
case ; and it so, he must leave a Brakesman with Det- 
onators, Red Flag or Lamp, as the case may require, 
in order to warn approaching Trains. He himself 
must notify Station Masters and Trackmen of the 
broken rail as quickly as possible. 

loi. Conductors must leave their Trains clear ofl<evel 
the level crossings at Stations, nM^be 

The man v,ho oppns n Switch must 
clo^e and luck it for inain Travlc. 



COXDUCTOHS, 



INSTRrCTIOKS TO CO^TDVCTORS ex< 

p^- cising the power of removing Pas! 
gers who refuse to pay Fare. 

I02. The Statute Lawiain the following woi'de: 
" A-nd be it eTiacted, That the said Company shall 
" have power, and are Jisrehy authorized, to re- 
" viovc and put out of the Cars, by the Conductor 
" of the Train, and also the servants of the Com- 
" pany, using no unnecessary force, at any usual 
" stopping-place, or near any dwelling-house, aa 
" the Conductor shall elect for stopping the Train, 
" oil or any passenger or passengers 
" pay Ma or their fare ; and any person 
" cha/rge of a Locomotive Engine, or aetinff 
"the Conductor of a Car or Train of OaTti} 
"who shall he intoxicaied on the Railway, shall 
" be deemed guilty of a misdemeanor." — (IStJt 
Vic, chap. 29, clause Ifi.) 

It a 103, The Conductor will observe that this power 
only be exercised by putting off a passenger ftt 
Htatfon, or ncur a Dwell iDg-hoiise. Cii 

caution is, however, to be exercised by the 
ductor, and the following instructioos are laid 
for his guidance : 

104. If a passenger is without a Tickei, and refi 
to pay fare, the passenger 
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105. If the passenger refuses to pay on the ground ^^^^^. ^^ 
that the Ticket has been lost, the Conductor should ^een lost. 
not remove the passenger, if he believes the ticket 
has been lost ; but in all cases, the name and ad- 
dress in full should be obtained and forwarded with- 
out delay, with a Special Report, to the Superinten- 
dent. 

107. In case a removal is necessary, no force is to be No unneces- 
used but such as may be actually necessary, and as be used. 
much care and consideration as possible is to be 

shown to the passenger. 

108. In every case of removal it will be the duty of To obtain 
the Conductor to ask for the names and addresses of 

four or five passengers witnesses of all the circum- 
stances, and to forward such information, together 
with a full report, to the Superintendent without 
delay. 



BRAKESMEN. 

109. Brakesmen must make themselves thoroughly 
acquainted with the whole code of Signals referred to 
in these Rules and Regulations. 

no. Brakesmen are under the orders of the Con- 
ductor. They must be at the StaitmgStaAoiiXJto^^. 



RraXesmen. 

quarters of an hour before the departure of their 
Train, get their bell-ropes and lamps from the Station 
Lamp Room, and fasten their badges oil their caps. 

III. Before starting they must examine the 
brakes to see that they are in proper working on 
and report any defect to the Conductor. If engaj 
on a Passenger Train they must see that the Cars 
carefully swept out and dusted, and if necessary the 
stoves lighted ; th)t the heat and ventilation ate 
properly regulated, and must see that wood 
proper size is put in the boxes and not left i 
passages. A good supply must always be kept 
hand. They must have the lamps trimmed and n 
for lighting, should their journey not be ended bel 
dusk. 

iiz. They must always be on the alert and i 
to apply the brakes immediately upon the Signal ba 
given by the Engine Driver. 

(13. In running down grade the brakes must t 
be applied at the rear end of the Train, 

1 14. Upon stopping at Stations or Sidings, Braid 
men must examine the axle-journals to see that na 
are heated. Any negligence in oiling must be j 
ported to the Conductor. 

115. At all Stations where irood is taken, Bra^ 
men must assist in placing it on the Tendei 

116. They must see that a proper supply of d 
water is always_kept in the water-coolers of the J 
senger Cars, 

117. Brakesmen must assist Conductors and Sta 
B ia loading, unloading, a.twl c,\iectvo^ feevght, B 



tion 
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Traim Baggagemen. 



I -^aigcoT parcels to be left loaded, unloaded, or de- 
livered. 

The man who opens a Hwitch mast 
close and lock U Tor Main Track. 



TRAIN BAGGAGEMEN. 

ii8. Train Baggagemen must make themselves mu« 
thoroughly acquainted with the whole code of Signals ' 
referred to in these Rules and Regulations. 

119. Train Baggagemen are under the orders of Tim. 
the Conductor. They must be at the Starting Station amy 

three-quarters of an hour before the departure 
of the Train, and have their badges fixed on their 
caps. 

120. They must see that all baggage is properly Mm-i 
narked and checked, and arrange it so thatBag^ 
there may be no delay in putting it out at the proper 
Stations; and must carefully register in their baggage- 
book each piece, number of check, and Station at 
which received or left off. Parcels received must be 
accompanied by way-bills, which must not be put 
amongst the passenger baggage, but kept separate, and 
handed over to the Station Masters or Parcel Porters. 
When receiving parcels and way-bills they must care- 
fully check them, and see that ihey have the correct 
number billed, as ihey will be held responsible for the 
Sfttne. They are prohibited from receiving bagg^^e 

(reels not properly checked oiVvWci. 



LOCOMOTIVE FOREMEN. 

f 121. They are held responsible for the careful haod- 
lingof all baggage and parcels entrusted to their custody, 
and must give and take receipts for money or value 
packages. They must be careful in the delivery of de- | 

. spatches, parcels, returned checks, etc. They ml 

: not leave iheir Car during the journey, nor allows 
passengers to ride in it. They are held responsibly 
for the safety of the cash bags, and must give a rcceipS 
for each cash bag deposited in the cash bos by ibl 
Station Master. 

I2Z. They must not receive dogs without they a 
provided with suitable means for securing them in tl 
Baggage Car. 

113. Despatches not on Railway business, and i^ 
passing through the officei of the Company, must Dpi 
be conveyed by Train. Baggagemen violating thj 
Rule render themselves liable to the Post 
penalty. 

10 124. They most attend to Brakes in obedience ft 
Signals given, the same as Brakesmen. 

The man who opons a Switch mui 
close and lock it fur Slain Track, 



LOCOMOTIVE FOREMEN. 

115. Locomotive Foremen at Engine Stations a 
' held responsible for the general efficient condition c 
the stock on the section under their charge; for tbfr' 
proper running order of each Engine, and the fit 
condition of Driver and Fireman before allowing ihem 
lo start on a journey. ^J 
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ENGINE DRIVERS AND FIREMEN. 

126. Engine Drivers and Firemen must make them- 
selves thoroughly acquainted wiih the whole code of 
Signals referred to in these Rules and Regulations. 

127. Engine Drivers must be in attendance to take Time 
charge of their Engines at the Engine Shed liotduty. 
later than 30 uiinutes, and Firemen not later 
than 40 IlliaUtCS, before the lime appointed for 
them to start on their journey. They must ascertain 

in the Engine Shed, by'personal inspection, that their 
Engines are in good working order, that the Engine 
and Tender are properly oiled, the lamps trimmed 
and placed in their proper positions, and that the tools 
enumerated in Rule 130 are complete. In taking 
their Engine out of the Shed they must try the 
pampB and feci! pipO!< ; and should anything be 
wrong, it must at once be reported to the Foreman on 
duty. 

128. Engine Drivers and Firemen must appear onToco 
duty in as cleanly a state as circumstances will admit, nn/n 
and before going on duty report themselves to the fonn 
Locomotive Foreman, sign their names in a book pro- 
vided for that purpose, and read any new notice 
affecting their movements, 

179. Each Engine Driver i.s held responsible for the Rap< 
Engine under his charge, for the genera! efficiency of or En 
the machinery or working parts, and the cleanliness of 
the water-spaces of the boiler, which he should inspect 
as often as his duties will allow, and report to thew'^^ 
lan any case of impeifect washm^ QM.t ^cviAVt ^ 
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ENGINE DRIVERS AN'D FIREMEN. 

may know of or suspect; and should tlie matter not 
be properly attended to then, he must report the 
neglect to the Locomotive Superintendent Any part 
of the machinery which may be damaged by healmf 
will render the Driver in charge liable for the dedi 
tion of the value of such part irom his pay. 

130. Each Engine Driver must have with him be- 
fore starting a sufficient supply of water, fuel, oil, and 
dry sand, and the following articles, for the full num- 
ber and condition of which be will be held respoi 






. A Hand ^Signal Lamp. 
'i, Ciange Glans Laiii|>. 

3. One Head IJght and Three Buff 

Lamps, with Red and Gre^ 
Shades. 

4. k complete ^et of Screw Keys. 

5. One Monkey Wrench. 

6. Tn-o Cold Chisels. 

7. One Large and Hniall Hammer. 
N. An Axe and a Haw, 

9. A Crowltar. 
10. A Screw Jack (to be kept clean f 
well oiled). 
. Two Links and Two Pins. 
1'^. Flax and String for packing. 
i:t. A Set, of OH Cans. 
14. Large and Small Plugs for tubes. 
1.9. One Iron IHandril for drirfng san 
/0. One Fire Bucket. 
I Two Red Flags. 




Higiialir^ (to 



18. A Pair of Tongs. 

19. Twelve Detonating 
kept dry). 

131. Engine Drivers and Firemen must provideT° 
themselves with Watches, which must be regulated i"<t 
daily with the 'standard docks, and compared with Tim 
their Conductor's watch just before the departure of 
their Train ; also with a current working Time Table. 

132. Engine Drivers are held responsible for the^"^."^^ 
bell-rope being properly attached to the goDg or" 
whistle. 

133. Engine Drivers must not run a Train without ^^J^^^j**! 
a Conductor, from whom only they must take Signals'^™'' 
relative to the movements of the Train, which, from 
the moment of starling to the time of arrival at its 
destination, h entirely under the orders of the Cor- . 
ductur, to whose instructions as to stopping andthio 
starting and time of moving the Engine, the Engine 
Driver is to pay implicit attention. But; Engine 
Drivers are held personally responsible if they obey 
orders from Conductors which are known [o them to 
be contrary to the recognized Rules. 

134. Engine Drivers before proceeding with aiiNi>'.'--g 
empty Engine must have the Train Dcspatcher'S ^i " 
written autiiority, on leaving any Station or^ne"i^3 
Siding, to proceed along the BInfn Line. oHen. J 

135. In case of a Train being hauled by two Engines, 
the Driver of the first Engine is to be considered as in 
charge of the Train. 

rj6. No Driver is allowed tomoveau^ti^'nei'M^^'^'s^^^fc, 
Ae has a Fitemao on the Engine *«\^V>. ■^«tt- **~ ^^ 
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Sidwsetcd Fireman is allowed lo move an Engine except whd 
^^JJ^' requested to do so by the Driver or LocomotiM 
Foreman present for tlie purpose of oiling aod e 
nation of working parts. Under no other circui 
stances Is he or any other person except the appoio™ 
Driver to move an Engine, Any infringement of tu 
Rule will be considered a serious failure in duty. 
J^^kout ^3'- When an Engine is in motion, Engine Drive^ 
must place themselves where they can keep a 
lookout ahead ; and Firemen must at all times 'U 
ready to obey instructions from Engine Drivers, an 
assist them in keepinc! a lookout when not otherwi^ 
engaged. 
Not lo ran 138. Engine Drivers of Passenger Trains must H 
tmna. run^past the platform at Stopping Stations. If brak j 

are not prop eriy'app lied to bring Train to a stand t 
the proper place, Engine Drivers must report the fi 
to the Conductor'and also to their Locomotive For 
men. 
Sj'and"'''* ^39- Engine Drivers must Start and Btop tl« 
"Si^'^ Trains slowIy, and without jerking, and not slv 
off steam suddenly (except in cases of danga 
so as to cause a concussion of the Car^. 
Drivers of Stock Trains must be additionally p 
ticular in this respect. 

C'OT'm 14°- IVo Engini! must enter upon or crof 
the Main Line without permission l>r Sigi 
fi'om the maji in clmrge of the Switch. 

^ ™n.s/fl- 14 1. Engine Drivers are held responsible for givi 

^/"Z proper consideralion as to the wcig,\H. ot ftve "Yi^ 

^feats of (he Track, and state oS iW ^«i 
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^^pnSgiQg their Trains to a stand. No Driver or Fire- J 

man must move an Engine through a. Switch unless H 

some qualified person is present to open the same. V 

142. Engine Drivers must approach Passenger cauti™ m 
PlEtforaiS very cautiously, sounding a low pro-staitois.'"* 
longed whistle, or ringing Ihe bell, especially at 
Stations where Passeilgers may be standing on a 
narrow Intermediate Plalforui, or where an- 
other Train is wailing. Engine Drivers must be 
cautious in approaching all large Station Yards where 
much shunting is done, and Junctions. 

143. Engine Drivers mList bring all Trains to a 

dead stand outside tlic Heniai»lii»re before 

passing across Swing Bridges, whether Bridges are 
closed ornot. On approaching Draw-Bridges, Engine 
Drivers are not to use the Air'Brake, but will call for 
brakes at a sufficient distance to enable the Train to 
be brought to a dead stand at the Semaphore by hand 
brakes, and until Train has passed over Bridge they 
must have it sufficiently uader control to stop without 
using Air-Bra ke, 

144. No Engine Driver or Fireman must leave his koi t< 
Engine during the time he is on duty, and never leave ^"du 
an Engine, whether empty or attached to a Train, 
without fiist shutting the Regulator, putting the Engine 
in middle gear, and fixing on the tender brake. Inofurn 
getting up steam io an Engine care must be taken to ^'™" 
Bee ih^t the Regulator is shut, and the Engine in 
middle gear. -&«. 

14s. No Engine without a Tiam ma.^'t sXa.'o.i q^ *:«.™ 
Line unless properly pTOletWi \>*i *^^ "^ 
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pliore Signals, which Engioe Drivers are held resj 
sible for seeing doiie. 

146. In case of any accident to a Train, Ei 
Drivers, if required, must delach the Engini 
proceed where they miy be ordered by corapetCDt 
autliority. 

147. When an accident happens to an Engine while 
taking a Train, the Engine Driver must as soon as 
possible telegraph the particulars, and the delay likely 
to be caused, to the Locomotive Superintendent. If 
assistance be required, he must also make sure that 
proper notice has been given to the nearest Engine 
Station ; and should the accident be warrantably 
serious, then notice, stating as nt'arly as possible the 
extent of the damage, must be given to the nearest 
Station where Auxiliary Cars are kept. 

n- 148. If an Engine running empty becomes unable 

J. to proceed, the Engine Driver will at once send his 
Fireman at least 800 yards with proper Signals in the 
direction from which the next 'I'rain is expected, and 
must use the best means at his command to protect 
the Engine and ensure safely. He must at once com- 
municate by Trackmen or otherwise with the Train 
Despatcher from the nearest Station. 

in- 149. Engine Drivers and Firemen must pay im- 
mediate attention to all Signals, whether the cause of 
the Signal be kuown to them or not ; neglect in obey- 
ing a Signal is sufficient cause for dismissal, whether 
resulting in accident or not. Engine Drivers, how- 
eyer, must not Ii'ust to Si^naYs onVvi \i^^ "^a *-\^ Qcca.- 

sioas be vigiiam and cautious. 



ENGINE DRIVERS AND FIREMEN. 

150. Engine Drivers are required to bring tlieir^^^'-. 
Trains to a stand at the distance Signal when at^'Ensi* 
danger. Having done so, they must, without delay, 
move gently forward so as to bring their Tiains within 

the distance Signal for prgleclion against following 
Trains, looking out for any ol)structiwn. Il the last 
Car is not inside the distance Signal, the ISrakeraan 
must go back HOO yards behind his Train with Hand 
and Detonating Signals to protect it. 

151, When pilots in front assist Trains up any 
grade the Train will be brought to a stand at the iura- 
mit until the pilot is uncoupled, and safely at a stand 
in the Side Track. 

15a. In shunting Cars the Engine must not be un- shm 
coupled until the Cars are at a stand; neither must 
shunts be made wiih too great an impetus. 

153. Engine Drivers while shunting or runningshui 
Trains or Engines in Passenger Station Yards must not swt 
exceed a speed of 5 miles an hour. They must keep ^ 
a good lookout, and give warning of their movements 
by a low, continuous whistle, or by ringing the bell, 

154. Engine Drivers in approaching Stations, espe-Tci 
cially those at which their Trains arc not timed XOp 
stop, must sound the whistle at a distance of not less ' 
than H90 yards from the nearest Station Switch, and 
must be certain that the Signals, both Semaphore and 
Switch, are all right fjr them to proceed. 

155. In passing Stations at which Trains are not|"*'.'°' 
timed to slop. Engine Drivers must soand a. Vo-«^i 
tiaaous whistle, and have their Tram uadex avi-O^ c 

the/ caa stop if tequtred. 



ENGINE DRIVERS AND FIREMEN. 
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wmipmiIvcI ^S**' Engine Drivers must be cautious in pas 
^j^j™^_^ level crossings, places where the Track is under 
Tra^ i* . pair, tresUe work, cutlings, heavy banks and 

bridges, and especially during thaws, or after heavy 

rains or storms. They must be careful to close the 
To cioK asli-pJHS of Engines before passing wood-piles and 

across wooden structures. 
PersQiisai- 157. No person must be allowed to ride on 
on Engine, Engine or Tender except the principal officers of 

Company, or other persons authorized by a s] 

order. 
Care of 158. Engine Drivers and Firemen must be 

Cnuies.&c. in the use of all property belonging to the Com] 

especially hose-pipes and water-cranes, which, in any 

case, must never be pulled over or thrown off the 

P Tender while the Engine or Train is in motion. The 

pipes also must always be allowed to empty them- 
selves before being thrown off the Tender, as, in addi- 
tion to the injury caused to the pipes, the water in 
winter Ireezes on the Track, and causes considerable 
inconvenience and expense. They must also see that 
the pipes are properly secured before leaving. 
Notio nun- 159. Engine Drivers and Firemen must not tamper 
Sftl^ in any way with the safety-valves of Engines, either 
vaivei. ]^y wedging down the levers or otherwise, to add more 
pressure to the boilers than the authorized allowance. 
If they are not satisfied that the valves are in proper 
condition they must report to their Foreman, but they 
must not attempt any alterations themselves. 
160. Engine Drivers are foiXjKdieu \q ttMtwt iKeit 
Engines for the purpose of supv\v"\(\?,'ii£ cTjXwiies^ 
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SWITCHMEN AND SffiNALJlEN. 

valves with oil or tallow. The parts must be lubri- 
cated by closing the lallow-cocks immediately after 
supplying t:illow, and putting on a sufficient quantity 
or steam to diffuse the tallow over the parts to be 
lubricated. 

t6t. Engine Drivers must not clean out smoke-box ciranii 
.or a^b-pan except at the pits appointed for that pur- 
pose, unless in cases of emergency, when they must 
see (hat live coals are all extinguished. 

162. Pilot Engines must, under ordinary circum-coi 
stances, be coupled on at the front of Passenger pn' 
Trains, and at the rear of Mix^d and Freight Trains. 

163. Each Engine Driver, on arriving at the end of Du 
his journey, must give his ticket, properly filled up, to" 
the Foreman on duly, and enter in the book kept for 
that purpose the state of the Engine, and whether any 
repairs are required before the Engine is prepared for 
the next Irip. 

164. Engine Drivers mvist not run through anyc,- 
Station wiih their cylinder or pet cocks open. ^ 

The Dion wliu open.s a Switch must X^^'^ 
close and lock it fur Hain Track. 



SWITCHMEN AND SIGNALMEN. 

165. Each man in charge of Switches and Signals-r. 
must be fimiliar with ihe code of Engine, Train atid'ii^^f^- 
Station Signals, both Night and Day, !in4 \\ie, ?.■«».■&%«.- 
raeni of the Tracks at the Sialion, ani vVa^ SjWwtiv^'i^ 
It- He must be provided wX^i ^V 
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SWITCHMEN AND SIONALMEN, 

^^'."''^Pla^, a Hand Hignal Lamp and Dotonatlp^ 

lonuf. SignalH. If distant from a Station he must always 
hive a supply of oil and wick on hind. Switchmen 
imSws lu and Signalmen are responsible for the Signals and 
rfer* Switches under their charge being in good working 
order, and must report any defects to the nearest 
>uiym Station Master. During the winter season and fros.y 
learhcr. weather, Switchmen must ascertain, by frequent work- 
ing of the Semaphore and Signal Levers, that the wires 
are in perfect working order, and not bound by frost 
or other obstruction. 
■oiEpon ]66. Any neglect of Engine Drivers to observe 
ignais. Signals must be immediately reported to the nearest 

SCaUon Master. 
•rainsap- r67. When Trains from opposite directions are 
unc lime approaching at the same tirae, the Switchman mual 
™di'^ exhibit the Red Semaphore Signals, and bring 
both Trains to a stand short of Sidings ; and continu- 
ing to exhibit the Hemaphores, must with the 
Hand Signal Lamp or Flag bring on the Train whiyb 
has to take the Siding, and when the Main Line is 
clear change the Semaphores to let the other Train 
proceed. 
uuigerSig- i68. Switchmen must raise the Danger Signal 
"bhciifni" immediately a Train or Engine has passed the Sema- 
iain pJUs. phore, and must keep it up for ten minutes after a 
Train ot Engine has either passed through or left the 
Station, and it must be kept up during the time Trains 
are shunting in Station Yards. 

169. Switchmen and Signalmen, before allowing 
iJB to pass, must make sure that the LUl< 
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clear* and that all Switches are properly set. When 
Trainmen open Switches, Switchmen or Signalmen 
must see that the Switches have been left locked for 
Main Line. 

170. At ail Sidi-'gs Switches must be kept right for j 
the Haiu Lirm and locked, and only unlocked and' 
turned for Sidings when a Train has to go ia or out. 
Switches diverging from through Sidings must always 
be kept locked for through Sidings. Switch handles 
must always be shut close, and pinned or locked, and 
not held by hand when a Train is passing over 3, 
Switch, 

171. Switchmen and Signalmen must prevent as' 
much as possible trespass on the Line. 

17J. Biifore leaving for meals, and upon coming on 
duty. Switchmen and Signalmen must make sure that 
all the Signals are right, and that the Snitches are 
locked upon the Sidings and the JMain Liue, and 
thai the Through Hidings are clear. 

173. At sunset, Switch and Semaphore Lamps must 
be lighted, and kept burning during the time that 
Trains are expected 10 p^ss. At daylight, the lamps 
must be extinguished. 

174. Lamps and chimneys must be brought to 
Station daily, and all parts connected with the work- 
ing of Signals must be carefully cleaned every day, 
ind the oil cisterns emptied not less than twice a 
week. 

175. Signalmen at Junlttons and Railway 
Crossings must always keep the Junctiun and 



DRAW- BRIDGE ENDERS. ^^H 

only lijwer them for the passing of a Train or Engine. 

Every Train or Engine must be brought to a stand at 

these Signals, and wait until the Signal to proceed has 

been given. 
DT«nin.!flnd The uian wlio oprns a Switcli i 

s^Khl close anil lock it for Slalu Ti-ack. 

DRAW-BRIDGE TENDERS, i 

.w There are four' Swing Brrdges on the Line, vi2j 
On Main Line at Meiritton ; on Welland ] 
way, Chippawa Creek; at Port Robinson; < 
Liue, at Welliind Ca.nal and Feeder West of WellS 
Junction. 
No.ofMcn 176. There must be two Bridge Ttnders on duty at 
at each, each of these Saving Bridges (except Port Robinson,^ 
where one nun will lie on duty night and clay) night 
and d:iy during season of navigation, provided with 
proper Time Table, showing the running of the Trains, 
a supply of Hand Signal Lamps, Fog Signals, Signal 
Flags, Cotton, Wick, Oil, and all necessary tools. 
Bridges lobo 117. The Swing Bridges will only be closed for the 

clowd onlj' . 

forjBHage passage of 1 rains. 

VaiLser '78. Bridge Tenders raust keep Danger Signals 

^^^,^ 1,^ shown to Trains so a:s to bring them Lo a stand before 

sho«n. crossing bridges, whether the bridges are closed or* 

not. Upon the approach of a Train Swing Bridges 

must be closed, and when the Bridge Tenders are 

satisfied (hat everything is safe for the Train to cross, 

they will show the " AU-Ki&hl" S\?,t\aN,a.^i A\q-« \>^^ 




STATION BAGGAGEMEN. 

179. Bridge Tenders will report to Superintendent ji^^ 
the number of any Train which fails to stop, as re-*" 
quired, before crossing bridges. 

180. During a fog or snowstorm Bridge Tenders must Tc 
always proceed towards an approaching Trail) at least ■? 
800 yards beyond the Semaphores, so as to be able, ijn 
if necessary, to stop the Train at least that distance 
from oridges. Bridge Tenders must be constantly on 
the lookout lor Trains, so as to avoid delay, and keep 
their cljcks regulated daily. They have opportunities ^^ 
for doing this from Conductors and Engine Drivers. 

iSi. They must see that the Bridges and all their ^"_ 
parts, as well as their Lamps and Signals, are always in 
proper working order^ and immediately leport any 
defect that may arise to the Station Master at the 
nearest Station, who will at once notify the Superin- 
tendent. 

182. A Register must be kept by the Bridge Ten- 
<1ers of vessels passing through each Swing Bridge, 
giving hour, name, and kind of vessel, and destina- 
tion, and if any delay, the reason why. 



STATION BAGGAGEMEN. 

183, Baggagemen must appear on duly clean aiidApp*" 
neat, and have their badges properly fastened to their 
caps. 

184. Baggagemen are under the immeAVaXe tcitAxfA *j 
of the Station Master, and must aUeml a.1. \he. ?i\»X\Qtv 

^luring the hours he may direct. 



il^bt- ^^S' Baggagemen must see Passengers' Tickets 
fortehtcWngbefore checking baggage, and baggage must only be 
checked to the place for which a passenger holds a 
ticket. 
Baggase i35. All baggage exceeding loo lbs. per passenger 

10 be paid (except that destined for points in the United States, 
fur which regular advice will be issued by General 
Pd'i'^enger agent) mu^t be charged for as excess bag- 
g 'ge at the rates that may be issued from time to lime, 
and mu-it be prepaid before the baggige is checked, 
vi\\en a proper ticket must be given to the passenger, 
Commercur 'i^7- Commercial Travellers with samples, on pre- 
^e"s^ sentation of Commercial Travellers' Tickets, to be al- 
lowed 2oolbs, samples and roolbs. personal baggage 
free, and any excess weight to be charged at the ordi- 
nary excess baggage ratec. This excess may be booked 
through on one ticket to destination, with the privilege 
of slopping off at intermediate points, and re-checking 
on presentation of regular Commercial Travellers' Pas- 
sage Ticket, accompanied with excess baggage ticket. 
Dogsiolw i3S. Dogs must not be taken in charge unless they 
with cpiiar are furnished with a collar and chain, or other saf^ 
fastening by which they can be properly secured in the 
Car. 
TicViuid 189. Tickets, Staling weight and other parlicuUrs, 

E««M°Bi^- must in all cases be property written out, and given 
KSts*" to passengers for money collected for excess baggage 

or dogs. 
.ErcKt /90. When either excess baggage or dogs are 

■^^-" a" '^claimed at destination, the excess \)asg,a%eQi4a'j,'Q.0Ma. 
^^"must be taken up> and fotwaiAed daiX^ ^^o NafiAC" '" 



191. Baggagemen at Receiving Stations will beJ^JP^^fi' 
carerul in collecting tickets issued for all excess bag- y^^''^^^^ 
gage and dogs.and notify Audit Office of allcases where J^"""l^'j 
such may have been forwarded without being properly 
boolced and paid for. In such cases, Station Masters 

at Receiving Stations will make out excess tickets 
showing number of baggage check and Station from 
which it was forwarded, and collect at rates from Sta- 
tion to starting-point before property is delivered. 

192. No baggage article must be received by Bag-jo^ 
gagemen to be checked and forwarded by a Train qi^i 
unless it is personal baggage, and accompanied by a 
passenger. When freight or merchandise, it must be 
properly entered, billed, and sent as freight. 

193. Every piece of baggage is to be checked ^^p'^ J 
separately, and the number of Station for which it is '^^^'J^I^^J 
destined carefully marked on the card check, which 
must not be used more than once on each side. 

10.1- When baggage goes astray, Station MastersStmy 
-must telegraph particulars at once to the Superin- 
tendent under their own signature. 

1 95. When a passenger wishes to get off at a place swi^i 
where Passenger Trains stop, but for which there is no 
number, the baggage must be checked to the nearest 
numbered Station short jf the place for which it is 
destined, and passen7TS must be notified to ask 
specially for baggage at such Stations. 

ig6, After baggage is checked or marked Baggage- 5^^^^ 
men are responsible for it until hundeA o\m to '^■(.■Mitb.^™^" — 
Baggagemen. 
197- la receiving baggage fiora a iTaXvi ca.\e. ■km>s'^ 
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46 PORTERS. ■ 

be taken that the Station is the proper place to whicfi^ 
it is checked. Baggage niv)st not be givan up until 
the duplicate clieck is produced ; such duphcate must 
then be attached to the corresponding one, a 
locked up in the Baggage Room. 

igS. Should a pissenger lose a duplicate check 
hii baggage, he must describe the contents, produi 
the key, and otherwise satisly the Station Master that 
such baggage is his before it is given up, io addition 
to which he must psy 25 cents for each lost check. 
The strap-check must be sent to the Superintendent 
with full particulars of date, Train, from what Station, 
etc, 
UndainKd 199, All Unclaimed, CHECKED, and other baggage 
must be locked up in the Baggage Room, and a report 
of it sent to the Superintendent daily. 
Chicks lobe aoo. Baggage Cliecks must always be carefully 
locked up. locked up when not in use, and when returned checks 
are sent along the Line they must be fiSMLV tied 
together, and propei-ly billed to desUnation, 
Transferring jq,, \i Stations where baggage has to be trans- 
ferred from one Train to another, it is the duty of the 
Baggageman to see that this is promptly and carefully 
done. 
To ham 301. Baggagemen must provide themselves with 

Hoguiaiions. copies of Special Regulations issued from time to limi 
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PORTERS. 

'>«<'orf«™ 'cj. Porters are under the \mwieiMa.te coTvtrol of 
tAe Station Master, and must not absetit vVMas«-V«w 



of 



Fom the Station during the hours of duty without 
obtaining his leave. 

204, They must be civil and attentive to passe d - Atiention^ -^ 
gers and others, and whatever the provocation must 
not enter into an altercation with any one. They 
must not take a gratuity. Tiiey must appear on duty Appears 
clean and neat, with their badges properly fastened 
to their caps. 

205. They must render eveiy assistance in loading^i^" 
and unloading passengers' baggage, and handle it BaEBaj 
carefully. They must also assist the Baggageman in 
checking baggage on the arrival and departure of 
Trains. 

ao6. Porters must keep waiting-rooms, oflices, plat- J„"™ 
forms, approaches, closets, stoves, windows, etc., clean, 
and prevent waste or damage of the Company's pro- 
perty. 

so;. They must, when necessary, clean Cars and J°^'" 
keep the tracks between platforms clean. When there (°™^. 
is no appointed lamp-trimmer they must clean and 
trim' the lamps, and attend to all fires on the premises. 

ao8. While the Cars are in motion Porters arewoiu. 
strictly prohibited from leaping on or off them, orwhna'i 
from coupling or uncoupling Ihem. Porters must 
make themselves acquainted with Rules to Switchmen 
and Signalmen. 



CONSTABLES. 

aoff. Constables are appointed uniet \.Va Mv'ORtsvvV^'X 
FAct Amendraenl pI iS&o lari"^I\&..^1 



zg), which declares that every person so appointed 
"shall have full power to act as a Constable for 
" ihe preservation of the peace, and for the secur- 
" ily of persons and property against felonies and 
" other unlawful acts, on such Railway, and on any 
-" of the works belonging thereto, and on and abovit, 
" any Trains, Roads, Wharves, Quays, Landing 
" Places, Warehouses, Lands and Premises belong- 
" ing to such Company, whether the same be in the 
" county, city, district, or other local jurisdiction 
" within which he was appointed, or in any other 
" place through which such Railway passes, or in 
" which the same terminates, or through or to which 
" any Railway passes, which may be worked or leased 
" by such Railway Company, and in all places not 
" more than one quarter of a mile dislant from siith 
"Railway or Railways; and shall have all such 
" powers, protections and privileges for the appre- 
" bending of offenders, as well by night as by day, ani 
" for doing all things for the prevention, discovery anii 
'■' prosecution of (elonies and other offences, and ft 
" keeping the peace, which any Constable duly 
"pointed has within his Constable-wick ; and it shi 
" be lawful for any such Constable to lake such pi 
" sons as may be punishable by summary convictiol 
" for any offence aga.nst the provisions of this Act, 
" of any of the Acts or By-Laws affecting any si 
" Railway, before any Justice or Justices appointed' 
"/oranj' county, city, district or other local jurisdic- 
tioB m'tbin which any snch RaV\'«a.v ma^ \ias4 ■, itvi 
f such Justice bhall have aMXHom^ \.q ieuX 
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" all such cases, as though the offence had been com- 
" mitted and the person taken withio the limits oi his 
" own local jurisdiction." 

2 10. Constables are under the immediate control Hm 
of iheir Station Masters, and must not absent them- " *" 
selves from the Station during the hours of duty with- 
out obtaiiiinjj his leave. 

an. The Constable coming on duty must inform Cominj 
himself irom the Constable whom he relieves of any 
extraordinary occurrences that have taken place durirg 
the preceding twelve hours. 

112. During his period of duty he must be in at- Cmi 
tendance on the platform on the arrival of all Passen- 
ger Trains, whLMi he must do his utmost to keep by- 
standers back from the track as the Train approaches, 
to prevent persons getting on or off the Train while it 
is in motion, to prevent the obstruction of the free 
passage to and from the Train, He roust give every 
inforraition to passengers making inquiries, and must 
prevent cabmen and hotel-runners coming into the 
waiting rooms or on the platform to solicit passengers. 
He must also ring the bell three minutes before the 
departure of a Train. 

21^. He must at all times strictly watch the move-Si 
ments of suspicious-looking persons or known bad 
characters who may come to the Station, and in such 
a manner that such persons may see that it will be im- 
possible lor them to escape detection in the event oi 
th,ir attempting lo commit any cnme. 

_ 214- Should he be required lo 'perlQvro^M.'J «^w »ak««™ 
at the Station in addition to ttts'B 
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he. must so arrange his work as tp leave himself free 
to attend all Passenger Trains as laid down in Rule 

215. As Constables may often be called on to arrest 
persons charged «-ith offences, it is very necessary that 
they should inform ihemselves as to the extent of their 
powers, especially as to when they will be justified in-j 
aiTesting withoDt a warrant, and in what cases a waX'^H 
rant is necessary. They mu5t always bear in mind^l 
that their firit duty is to guird the property o» 

.the Company, and protect the persons and property 
of passengers ; and although, under certain circum- 
stances, it may be right for them to lend their aid i 
arresting criminals, yet they must be careful not toa 
neglect their ordinary duties for the purpose of doing; 
what comes more properly within the province of t 
Municipal authorities. 

' 2 16. The 4th Sec. of the Act already quoted prfl 
vides that " every such Constable who shall be guil^ 
" of any neglect or breach of duty in his office of Con3 
" stablesball beliableon suiiimaty conviction thereof^ 
" within any county, city, etc., wherein such Railway J 
" may pass, to a penalty of not more than eighty 
" dollar?, the amount oi which penahy may be de- 
" ducted from any salary due to such offender, if such 
" Constable be in receipt of a salary irom the Railway 
" Company, cr to imprisonment, with or without hard 
" labor, for not more than two months, in the gaol of 
" such county, city, etc." 
sij. Sec 5. "Every person v(\io shaW assa.isil c 

' tesat any Constable, annointed aa atcg ~' 
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" execution of his duty, or who shall incite any person Constables, 

" so to assault or resist, shall, for every such offence, 

" be liable, on like summary conviction, to a penalty 

" of not more than eighty dollars, or to imprisonment, 

" with or without hard labor, for not more than two 

" months in such gaol as aforesaid." 



WATCHMEN. 

218. To the Watchmen is intrusted the duty of General 

... duties. 

guarding the buildmgs and property committed to their 
care ; and for this purpose they miist remain on duty 
during such hours as they may be required by their 
immediate superiors. 

219. When a Watchman comes on duty he mustDutiesJn 
proceed to make a careful survey of his beat, and must 

note the condition and position of all the property 
under his charge ; must visit every part of his beat at 
frequent intervals during his period of duty. 

220. Any Watchman found sleeping while on duty Not to 
will be liable to instant dismissal. on duty. 

221. Should a Watchman find any one stealing any Persons 
of the property committed to his care, or attempting oSe"*"^ 
to set fire to any building, or committing any indict- 
able offence, he should arrest such person, and hand 

him over to the police authorities, and report the case 
to his immediate superior. 



WATCHMEN AT LEVEL CRQSSmO.^. 

222, WsitchfnQti at Level Cto^s\t\%^ tcvxxsX. '^'^^'^^;^^ 
themselves thoroughly acquainted mVVvvVv^ ^Vc^^ ^^^^ 



BRIDGE WATCHMEN. 

of Signals referred to in the Book of Rules and Re-' 

gulatioDs. 

ArcrdKio 323. They mvisr be provided with a Current 

"■iif™" ' Working Time Table, a Red and a Green Flag, a 

Hand Signal Lamp, and a tool for picking obstacles 

out from between the rails and keeping the Crossing 

clear. 

fflgnnl^irt 224. They must always carry with them by day! 

Mhiiii Red and a Green Flag, and by night a Hand Siowj 

obatnictions Lamp, On ihe approach of a Tr.iin or Engine, if 

Crossing is obstructed, or it. is necessary to bring 

Train to a stand, a Red Signal must be exhibited, 

Takecp sag. They must keep cattle off the Track, and prfr 

Tnitk." vent any horse or vehicle ftom passing over the Track 

when a Train is approaching, 
ToB«mine 2^6, The .Crossing must be examined after the 
atier vtSicie passiDg of any vehicle in order to see that the Hails 
* are not cib' tructed, 

327. If the Crossing planks require repairs, notice- 
must be immediately given to the Si.'clion Foreman 
any of his men. 
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BRIDGE WATCHMEN. 

saS. Bridgr Watcfimen roust be acquainted » 
THE WHOLE CuDE uF S[GMALS Contained in this Bof 
of Rules and ReguUtioas. 

229. They must keep themselves supplied ' 
the tollowing articles, viz,: — 

A Carrent Working TVm« "VaUc. 
2 Hed Flags and % iircca SV%?g. 
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BRIDGE WATCHMEN. 

I Hand Hignal Lamp, with Red and 
Vrecii Hiiado!^. 
1^ Detunatiug Signals. 
I 8cr*w Wrench. 
] Uaiuuier. 

1 Axe. 

2 VaUa. 

250, They must keep a sufficient number of niRREtsitontkoi 
TILLED WITH WATER, and placed at proper distances Biidgc. 
'apart on the lop of the Bridge under (heir charge. 

131. Immediately before a Train is due the Bridge i"o,™p«t 
Watchman roust walk over ihe Bridge, TAKING with fore "«ip 
HIM a Red and a Green Flag by day and a Hand ^_ 
Sia.NAL Lamp by night, and he must always take with ^^M 
him and use, if necessary, a supply of Detonateng ^H 
Signals. ^H 

232. As he goeii over the Bridge he must examine iiispei:tiqiiS 
the DUts and fastenings of the rails, etc., and make Fb 
sure that all is right forthe passage of a Train, 

.133. Having ascertained that all is right he must 
exhibit to the approaching Train a Greek Flag bv' 
DAY and a Gbken Liout at night. 

234. The Watchman roust at least twice during iher, 
day and twice during the nighi examine the track at,;, 
cither end of the bridge for not less than 500 yards, "' 
to see that there are no broken rails or other defects 
by which Trains would be endangered. 

235. Should it be necessary to bring a Train to a si 
stand, ihe Bridge Watchman must do so by e)!.t\\Vi\v\ii%'^ 
A Red SiGSAi, 400 YARDS FRUM 'VHt "a^vxy^t, ^aft' 

ides the ordinary Signals, I>n;osfc.i\'K,Q 
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must be placed on the rails at every loo paces 
from the Bridge, 
n 236. After a Train or Engine hAs passe^ the Bridge 
^ the Witch. nan must wilic over the Bridge, carrying 
with him A PAIL OF WATER, and make a careful exami- 
nation of ihe Bridge, both on the surface and 
BENEATH IT, lo See that no sparks remain alive on the 
floor or beneath the floor pianks, and that none re- 
miiu on the timbers or get into the joints ol the 
timbers betiveen the top and the ground. 
' 237. If any part of the Bridge should be out ( 

■ order, or require repairs, the fact must be at oncb t 
ported to [he Foreman of the Section under whom t| 
B idge is in charge. 
''" 138. Bridge Watchmen must look at each Enj 
as it passes to see that the aeh-box is closed. 
an ash-box be left ojien the fact must be at once | 
ported, 
"^ 239. Engine Drivers are iastnicted to report a 
ida* delinquency on the part of Bridge Watchmen. 



TRACK INSPECTORS. 

Works in ^4°- "^'^^ works under the charge of the Track Ij 

i^^i"n. specters, and f^,r the repairs and maintenance 
apcciorv which they are held strictly responsible, are earth- 
works, dilches and other water-courses, permanent 
way in all its parts, fences, gates, culverts under ten 
feet span, cattle guards, road crossings — both public 
317(1 private — section men's s\\a.nues a.Tv& \,qo\ ^'tve.i'i, 
-. Each Inspector is accouivU.\A^ ^ot ft^« \f« 



TRACK INSPECTORS. 51 

discharge of their duties by the men under him ; and "^^'^ ™ 
for the judicious and economical use of tools and ma- 
terials supplied for maintenance and renewals. AU 
loss and destruction of the Company's property must 
be reported at once to the Engineer. 

242. Inspectors are required to ascertain the condi- I'.J^'i"^^ 
tion oi the Track by walking over it as frequently as^'^^;^"'* 
possible, and to make weekly reports of inspection wpJ^iy. 
the Engineer upon the printed forms supplied. They 

arc also to make weekly reports giving in detail the 
nature of the repairs in progress, and suggestions 
which they may consider of service to the Company. 

243. If there is any work of great importance re-wh 
quiring early attention, a special report must be sent pan 
in, in advance of the regular weekly one. ''™ 

244. Every culvert must be inspected at least once inapeciion 
a week either by the Track Inspector or Foreman of" """ 
section upon which it is situated. 

245. Inspectors must report at once in writing tOnegiEnef j 
the Engineer's Office any case in which any of the d^^'^m 
Signals are disregarded by the Engine Drivers. '" 

146. Track Inspectors must regularly examine aljit 
Signals on their Division, and have such repairs madcofSii 
as may be required to maintain them in a state o' 
efficiency. If the repairs are of such a character that 
they cannot be properly made by any of his men, the 
Track Inspector must at once notify the Inspector of 
Signals, who will attend to them. 

247. Inspectors are requited to see tVa.^. ^f^.\^w{«^>^■^ 
Rridg^ Watchmen are at Iheii ^osls, a-oi 'Cwa, "^^"^^^i 
of water and toeaas fot ii«.«i^ 'Ccve ?■«&& Me.^je- 



INSPECTOR OF SIGNALS. TRACK REPA 

perfect at the Bridges. They must also see that the" 
Bridge Watchmen clear away all snow and ice from 
the rails after every snow-storm, and that they are 
provided with proper implements for lliis work*« 
They must furnish the Bridge Watchmen with spanner? 
for tightening the bolts of the rail joints, aod see than 
this duty is efficiently performed. 

INSPECTOR^ SIGNALS. 

248. This Officer is responsible lor the proper n 
tenance, by the Tr.ick Inspectors, of Semaphore Sig 
nals. Order Board Signals, and generally of all fixedS 
Signals used for the guidance of Trainmen. AnyreJ^ 
pairs or renewals of an exceptional character, whicm 
cannot be made by the men working under the Tradi 
Inspectors, will be carried out under the special in^ 
siructions and supervision of the Inspector of SigoalsJ 

TRACK REPAIRERS. 

The man who ojieus a Switch 1 
close and lock It fur Slain Track. 

„ 24g. Before any Laborer or Foreman is engaged b]^ 

" the Inspector, he rauit be mide to understand thai 

the wilful transgression of any of the Rules in thia 

Book will be visited by immediate dismissal from ihrf 

service of the Company. Any insubordination on theJ 

part of any man or Foreman — drunkenness wliilst oal 

duty, being found off his work during working hoursj 

or the commission or omissiou of any act whereby thel 

passage ot Engines or Trains sha.U ot nvi^ht he eti-T 

daagered will fae punished by dtstavssA. 
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2$o. Each Foreman must have a copy of these Re-f"''^''.' 
guIatioQS in his possession while on duty, and must Rfg"ii"io"^ 
read and explain them to every man engaged under 
him, and must produce them when required lo do so, 

agt. In every gang of Track Repairers there must Musibca 
be a Forennan; and the Inspeclors are held responsible tvciy Gang, 
that every such Foreman is provided with a copy of 
the Regulations, and with a Current Working Time 
Table, and with the proper Signal Flags and Lamps. 
Also, that each Foreman is furnished with an accurate ^h 
gauge for gauging the line of track, and with all other ^H 
necessary materials and implements. ^^M 

352. Each Foreman is responsible for the industry ^pouiiB? 
of the men under his charge, and for Ihe proper exe- 
cution of the work assigned to htm, and must have a 
list of the names and abodes of those under him, that 
in case of accident or other emergency he may be ' 
enabled lo summon them immediately to assist in any ] 
way that may be deemed necessary, 

zgj. Every Foreman or one of his men must pass Mus' 
over his Section once every morning, either on foot>!« 

OR BY HAND CAK, and must see that all rails are pro- " *' 

perly spiked or bolted, and the Joint ties well packed 
up, and that all other things are secure. He must 
also particularly note the condition of the fences, and 
see Ihat all the gates at private crossings are closed. 

154. Track Repairers must watch every Train as itwudiingli 
passes, and observe whether notices are left off, fe"^% 
OR A Flag or Red Lamp is exhibited uijciu •*.«. 
Engine or end of Train, denotmg vWx a^.^e.tiaJv'^fwa- 
wJU follow, as Special Trains may\>e 4e,'i^axOftB&^''^^^ 
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out previous notice. It is necessary to be prepared I 

at all times for unexpected Trains. Thej- must stop I 

working when a Train is within 400 yards, and move 1 
to the side clear of the Track, so as to prevent any 
risk of accident. 

255. The Signals to be used by the Track Repairers 
are two, viz.: one Green and the olher Red, They are 
Red and Green Flags to be used by day and a Signal 
Lamp (showing Red and Green) to be used after 
nightfall. The Green Signal indicates caution, and the 
Red Signal is to be used when it is necessary to stop a 
Train. Such Signals must be sent out at least 800 

yards from the place they are meant to protect, and J 

must be waved across the Track on the approach of I 

a Train, I 

256, Whenever it is necessary to displace any part I 

^^' of the Track, or in case of any slip or failure of 'any I 

portion of the works, or in the event of any Truck or I 

Service Car being required for temporary use on the I 

Line, or if, from any other cause, the Track is not safe, 1 

the Red Signal must be conspicuously exhibited at I 

a distance of not less than 800 yards each way by I 

men sent expressly to display such Signals (even if no I 

Engine is expected), and they shall continue to exhibit I 

the Signals until a messenger arrives with express I 

orders from the Foreman to withdraw them. If a I 

curve or summit of a gradient should exist at or near I 

the end of Soo yards, then the Signals must be sent I 

out further than the specified distance. If the acci I 

dent or /allure is of a serioas chaiaclei a.ui caT\"ci(i\>ie I 

■ed at once, it must immediately be le^oiViANi^ ] 
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Special messenger to the Track Inspector, and Watch- 
men must be kept on either side of the " break " 
exhibit the Danger Signal to approaching trains. On 
every occasion wheo the Track is being raised or a rail 
taken out, care must be taken to have it perfectly se- 
cure at least twenty minutes before a regular Train is 
due. 

257. The Track must not in any case be displaced ?'^^'" 
for the purpose of putting in Cattle Guards, Cross cj^dupt^ 
Drains, or Culverts, unless by express orders from the inspe«or. 
Track Inspector, who will invariably arrange that the 
proper Foremen are present during such operations, 
and who shall decide the times (between the running 
of the Trains) when such work is to be done. 

253. In no case, except where there is ''^solute No^^^r^j^ 
necessity, is any work to be performed during a log or Track 10 
snow-storm by which an obstruction may be caused to dunnj fo, 
the passage of Trains. Sio™. 

259. In raising the Track and packing in the ballast Raising 
no lift must be greater than two inches la a bar of 
twenty-four feel long, and both rails must be raised 
equally and at the same time. 

z6o. Ballast must not be thrown up between the E^iiastiog. 
rails to a higher level than two inches above Q\e top 
of the cross-ties, and all gravel or ballast must be 
shovelled to the side sufficient to leave a passage for 
Trains of not less than three feet clear, and the rails 
must be kept clear of gravel and other materials. 

261. Safety blocks must be puVftoviVi o'o.-aS.^^SvNS.*^^^. 
diverging from Main Line at. XVve ^^e&ci'feti &;sa».'^ 
■^om the Main Line. ^^^M 



TRACK REPAIRERS. 

aCa. Particular care must be taken in maintaining 
the rails to the proper level and gauge ; the rails mast 
be scraped and swept when necessary, and kept free,, 
irora dirt and snow. 

263. All tools, implements, signals, oil, &c, miiB( 
when not in use, be locked up in a building or i||^ 
boxes, All bolts, nuts, and other materials whici 
have dropped from the rolling-stock on the Track must 
be picked up and sent to the nearest Station. 

264. All cattle and animals found straying with! 
the Railway fences must be immediately driven c 
and each Foreman will be held responsible for the a 
keeping of the Line in this respect on that portion t 
which he has charge ; and all laborers dwelling i 
shanties along the Line are strictly prohibited frontl 
keeping cows or hogs unless the same are secureljy 
inclosed in a manner to be approved of by the Trat 
Inspectors. 

wlnJow 265. Occupants of crossing watch-houses must 1 

obscured, particular in obscuring their windows at night. 

a66. All persons walking along the Line who a 

not in the Company's service must be peremptonl 

ordered off. 

267, All Level Crossings must be closely look* 
**" after, and particular care mast be taken to s 

the plaftkiug is securely spiked down, and of the pro 
per thickness. 

268. Any farm-gates found open must be promptlj 
dosed and reported to Track Ins^e-cioT 

stSff. Any temporary injury VQ anv o^ \iie'tAt^^ 
jioJes or wires must be attended lo as lax »^ '^o^ 



TRACK REPAIRERS. 

and intelligence of the damage immediately conveyed 
to the nearest Slition Master. If not a Telegraph 
Station, the Station Master must write to the Tele, 
graph Station giving particulars. Foremen of Track- 
men must cut down trees that are Ion near the 
Telegraph wire;, and when the wires are touching each 
otherlhcy must separate them, and fix them, if possible, 
on the insulators. 

170. .Ml articles found on Track must be sent to^Jd^„ 
the Station Master of the nearest Station. T-ack. 

271. During heavy storms of rain, snow.Jiail or wind^ siotmi/ 
whether by day or night, whereby the works may be 
liable to sudden injury. Section Foremen must be on 
duty, and immediately after the abatement of the 
storm, or if necessary during its continuance, Ihey 
must go over their Sections wiih Danger Signals for 
the purpose of ascertaining iflhe Track is safe for the 
passage of Trains ; the points on the Sections most 
liable to injury are to be the first visited. Foremen 

neglectlug this important daty will be 
Imniediiitoly dii^uiissod. 

272. Track Foremen must keep a sharp lookout to 
see whether any loase rocks or stones are likely to fall 
upon the Track from the aide slopes of cuttings, and 

to have such removed as quickly as possible. They _ 

shall also report to Inspectors any deficiency in ■ 
drainage or in llie capacity of any culvert, and these I 
must be p.miculai-ty watched during and after any ' 

severe rain-storm or flood. 
3^3. Ins:pec:ors are prohWiUei hom e'aVw\'^% v's.'*'"^ 
inderstanding or etigas«men\. W\"Ci\ Wc 'a'Svcw^^ "s^ 
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BRIDGE REPAIRERS. 

other Railway Companies or with any private Com- 
pany for the exchange or the lending of Toob, Hand 
Cars or any properly belonging to this Company. 

HAND Cars, Lorries or Repair CarS! 

umof 274- When the Lorries are not in use on the LioM 

lilmdcira^ they must be lifted off the Track and the wheel 
secured by a chain and padlock. Trackmen must b 
extremely careful in using Hand Cars upon the Traclrl 
and only do so when their service is actually necessai 
andoever have them on the rails when a Train is due fl| 
expected. Lorries must be used only for conveyin 
materials for the Line, and they must not be run i 
the high speed for Hand Cars, but must always be p 
ceded and followed by Signalmen at the prescribi 
distance. Neither of these description of Cars mm 
under any circumstances, be attached to a Train. 
Cintion in syj. Hand Cars, Lorncs or Repair Cars must i 
I!SdiunT"be on the Main Line during a fog or snow-storm,.i 
Cart IB Fog. ^^^^g ^jght, except in an urgent case, and then c 
when ordered by an Inspector. 

BRIDGE REPAIRERS. 

Bridge _ 276, Bridge Inspectors will be held responsible^ 
J^^t" the safety of all Bridges and Culverts on their T" 

""' sion of 10 feet span and over. 

Euiininaiion 3TJ. Every Bridge must be inspected at least osi 

oi Dndges. ^ ^^^j^ ^^ ^^ Bridge Inspcctor or Foreman of Bri^j 

Repairers. The Bridge Inspecloi w\\ \>e. 'aaXi t 

^^^•sponsible for the canying out oi l\via Bji; 



TRAIN DESPATCHKRS AND TELEGRAPH OPEJ 

278. Whenever it is necessary to make any repairs 1° "^""ii 
to Bridges that cannot be done between Trains, the f"' " 
Track Inspector must report io writing to the Chief 
Engineer not later than three days previously to the 
time at which the use of the Track will be required, 
and the Track must not be disturljed or rendered 
unsafe until permission has been given in writing by 
the Engineer. As soon as this permission has been 
received by the Bridge Inspector, he must notify the 
Track Inspector to be present with a sufhcient num- 
ber of his men to remove the track, if necessary, and 
to replace it when the Bridge is ready lor it. 

279. Bridge Inspectors must make weekly reporlsTo 
to the Chief Engineer, giving in detail the nature of 
the repairs made to the different structures and the 
slate of repair in which they all are, and mentioning 
what Bridges he has personally examined, and stat- 
ing their condition. 

TRAIN DESPATCHERS AND TELE- 
GRAPH OPERATORS. 

aSo. The hours of duty shall be regulated by the 
Head of the Departmect. 

aSi. The running of all Trains must be carefully 
watched, and the arrivals at and departures fiom 
Stations must be duly registered in the Telegraphic 
Train Record. 

aSi. In the event of Trains beeomm^ VaXe. "iT. 
irregular, the Train DespatcheimusVtaV.t'vcA.Qa.'ya^MJ.^. 
' le allonred by Time TabVe, dw\a.Tvt.e, ^T»A.«i* 
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OPERATORS. 



weight of Train, and the state of the weather, 
make such meeting and passing arrangements i 
Trains wilh Conductors and Engine Drivers as 1 
best facilitate their movement. 

283. The Traill Despatclier, when making i 
ments for Freight Trains to meet and pass Fass^ 
Trains, must avoid giving Freight Trains such a li 
of way as may delay Passenger Traius. 

284. The Train Despatcher on duty is empow^ 
to act as Chief Operator of his Circuit, and hiftjj 
structions to Operators regarding the working of ■[ 
Line must be respected. 

285. The Train Despatcher on duty may at i 
time interrupt any business on the Line (when i 
sary for the despatch of Trains) by using the Sig 
"5-" When this Signal is given all other bui 
must cease, and the Circuit must be given up t 
use. No other person is permitted to use this Siga 

286. The Signal "7" is to be used onl/l 
Telegraph Inspector and Train Despatchers, and a 
precede all other business excepting Signals "l 
"21," "25" and "38." 

287. The Train Despatcher only will be perm 
to use the Signal " 9," and thai only when ' 
to Telegraphic Orders are received by him. 

.. a88. The Signal "21" is for the useof theGen( 
Manager only, and must precede all other busi^ 
excepting Signal " 5." 
sSg, The Superintendent aud Ks&w\asA. ^ 
tentjents only are permuted to ^ 



TRAIN DESPATCHERS AND TELE^IRAPH OPERATORS. 65 



and when used must precede all other 
excepting Signals " 5 " and " 21." 

ago. The Signals " 21 " and " 25 " are not to be " "" 
used by Operators unless instructed to do so byuwii- 
pioper authority in each case. 

agt. Operators for the purpose of procuring asignaiaM 
Train Order from tlie Train Despatcher may break " "" " 
into any business on the Line not preceded by the 
Signals "S," "21" and "25," by using Signal 
"38 "when necessary to save delays to Trains re- 
quiring Orders. 

igz. Operators who were transmitting business alowtDion 
the lime either of the Signals "5," ' 7," "21," "25" oro.pied by ' 
38" interrupted them, will remain at their instru- rtmainM" 
meats prepared to take Circuit, and resume their 
business as soon as the messages lor which any of 
the above Signals were given have been completed. 

293. In reporting Trains on Main Line and.J^JJJ^' 
Branches running East and West, Operators will make 
the Signal " E, X." or' " W. X.," as the case may be, 
tiiree times, and then sign office-call, repeal two oc 
three limes, and then proceed with the report, which 
must be written slowly and plainly. 

394. On North and South Branches the Signals 

N. X." and "S. X." will be used. Operators will 

promptly note in their books reports of all Trains 

approaching their Station, thjt they may be able to 

give necessary information 10 Station and Trainmen. 

295. In addition to the oftice-caW evet^ O'^waSjav 
mvst use a personal signature ^\\eu ^eu&T\% ck' 
receiving messages. All messages " seYv\." to»sX \»t 
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' dated and timed, and the signature of " 
Operator noted. All messages " received " 
like manner be timed, and signature of " send 
Operator noted. 
Seni Mea- agg. The "originals" of all messages handed in 
daiodand for transmission must always be dated and timed by 
Operator ii sender fails to do so. Each day's "sent" 
messages must be done up neatly, the date noted on 
outside, and the business of each month tied up and 
carefully preserved for a year, at end of which time 
they may be destroyed, 
k^rii ^97- The report of the arrival and departure of oU, 

Trains must be promptly entered in the Train Book, 
Sficehiiirs ^9^- Offices at which there is but one Operator 
must be open every day except Sunday, at 7 a.m^ 
and must not be closed except by permission be- 
fore S p. m. On Sundays they must be open at 
Sa. m. and kept open as long as circumstances may 
require — never being closed for the day without 
permission from Train Despatcher on duty. Offices 
must never be closed for the night until permission 
has been obtained from the Despatcher. 
whereiwo agg. Offices at which there are two Operators must 
Opcraiorai be open at all hours of the day and- night, except 
when closed for meals. Offices at which there axe 
more than two Operators must liCVer be closed. 
W^ngoioe 300. Operators when about to leave their offices 
*<^'j"«I«>"for any purjiose will, whenever praciicabie, report to 
puicw. ihe Train Despatcher on duty, staling the length of 
time they wish to be absent. They will, when goinK 
meaJs or for the night, use the 1 " " 



ill, when goinH; 
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"S. F. B.," "S. F. D.," "S. F. T." or "S. F. N.," 
and as soon as possible after their return report six 
to Despatches 

301. Ordinarily, Operators will be allowed one hour Meal hours. 
for each meal, but when necessary they will be re- 
stricted to a shorter time. Day and night Operators 
should relieve each other at 7:30 a. m. and 7:30 p. m. 

Day Operators must breakfast before coming on 
duty. When Operators relieve each other, the one 
going off duty must carefully call the attention of the 
one coming on to Orders still in effect; and as proof 
that the one coming on duty knows of these Orders he 
will, in the presence of the one going off, place his 
initials on the margin of the Book opposite each Order, 

302. An Operator must always be at the office at ^^'^^^ ^raj^^ 
the time of passage of any Train during business ®*p^<='*^^- 
hours, when Trains are due or expected, and must 

never close his office for meals or otherwise without 
permission from the Despatcher. 

303. When about to leave their offices. Operators Cutting out 
will always carefully disconnect their instruments from "^ "^"^^'s- 
the lines and see that the Circuit is complete through 

the " cut-out " Switch. A very good explanation will 
be required for allowing an instrument to be injured 
by lightning. 

304. Great care must be observed in keeping the Care of 
connections good throughout the wires and instru- and wS^I'^ 
ments ; the binding screws of all instruments should 

be examined daily, and tightened when found loose. 
The working of the Line depends greatly upon the at- 
tention paid to this duty. 



305. At 11:57 a. m, every day all other busing 
upon the Despalcher'a Wire will be suspended for the 
purpose of sending " Time." Promptly at that 
moment the sending Operator must commence beat- 
ing seconds, and continue to do so until precisely 
II o'cloci!, at which time he will say "I, I, I, 12 K." 
No other Operator must open Circuit upon Despatch- 
er's Wire when time is being sent, under any circum- 
stances. 
5 306. Contention for Circuit, quarrelling, abusive, 
' profane, or obscene language upon the Line is 
strictly prohibited. Operators who indulge in this 
sort of conduct will not be retained in the service. 

307, Should the Circuit be interrupted while an 
Operator is writing he will endeavor to ascertain the 
cause. If caused by another Operator breaking, 
unless accompanied by the signals "5," "7," "2li" 
"25" or "38," the one who was writing will say 
" 10," and if the request is not complied withi 
report the case to the Telegraph Inspector. The 
time of the Line must not be taken up in such cases 
in struggling for Circuit, 
for 308. The receipt of a message will be acknowledged 
by saying " I, I, O. K." and signing Operator's private 
signature and office-call, as directed in Rule 295. 

309. In transmitting messages Operators will con- 
nect Circuit firmly, always writing at a moderate 
speed, especially when working with inexperieaced 
Operators, thus avoiding much repetition and the 

They will use no ahNaiev'va.^AQ'oa ia.^ 
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except the numerals "31," "32," "34," "3S-" 
When figures occur in messages they should be 
writtten slowly and plainly, and if receiving Operator 
has the least doubt as to the correctness of his copy 
he must repeat the figures to sending Operator and 
askifcorrect. Ingiving " Time Orders " D es patch er "Ti 
should always first spell out the time, and then repeat 
in figures and require Operators to do the same when 
gifnng the "32." 

3ir. When practicable, Operators must require Poot 
persons sending messages to read them aloud in their 
hearing, and thus avoid the danger of mistakes on 
account of poor penmanship. They must not accept veib 
verbal messages under any circumstances. ""^' 

312. The attention of Operators is particularly t„\ 
directed to the Rules and Regulations concerning the ^tli 
rights of Trains and running the same by Telegraph ^ef^jliJ^S 
arrangements, with all of which they must make 
themselves thoroughly acquainted. The utmost 
caution and promptness in everything pertaining to 
Train arrangements is earnestly enjoined. 

313. Great care must be taken in the handling of "Order' 
Telegraph Train Order Signals. Never let go the ^ 
springs with a jerk, and always keep close watch of 
the lamps at night and make sure they are burning 
well. Report at once any defect in working o( 
Signal or Lamp. 

314. Telegraph Offices must be kept neat, clean oi 
and strictly private, and no idlers or loungers a.Ud'KtA^J^^ 
therein. All coram unications are sUiciV^ \t7ANa)tfc"^""**" 

aad conMentSal, Any Opetalot dvju\ea^ *«. 
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contents of a Telegram, or giving any improper ii 
malion of what may be heard passing over the Line, 
will be dismissed, and also bo held disqualified for any 
future employment in the service of the Company. 
5^^ '" 3^5- Should sn accident happen on any part of the 
ihcLinE. Line, no version or account of it must be telegraphedi 
not even to Operators, but what is written and signed 
by an Officer of the Company, and given to Operators 
for transmission to specified parties. Those who 
niay observe or hear such communications passing 
mnst be silent on the subject. These messages, when 
received, must be delivered in envelopes. 
unnocHsaty 316. No communication must be Sent by Telegraph 
bem^i^that can be sent in time by Train or Letter. Opera- 
tors must return such messages to the sender. 
Delivering jtj. Operators must promptly deliver all messages 
received. When answers are required. Operators will 
use every effort to obtain and forward them at once. 
When an answer cannot be obtained the person— 
sending the message should be informed, with reaj 
why, as promptly as possible. 
siudent& 318. No Student or other person will be alioi 
to practice on the Line except by special permissi^ 
of the Superintendent ; nor will any Operator be 1 
lowed to take a student until he has received the [ 
mission, in writing, of the Superintendent lo do i 
Operators will be held personally responsible for fl 
interruption to the working of the wires caused | 
their students. 
in«^™nis 319. operators must keep their instruments i 
"St^. batteries clean, and will not be allowed to make i 
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ciiaoge or alteration in wires or instroroents. If any ' 

changes are necessary, the Telegraph Inspector will I 

make them. ^ 

320. The Ground Wire should only be used to"G-'''.," 
ascertain the cause of interruption in the working ot"i«ii- 
auy Circuit, which should be noticed promptly, and 
all possible means taken to locate and remove such 
interruptions, and all information concerning them 
should be promptly given to Telegraph Inspector. 
Trackmen should also be notified when practicable 
that they may repair any break temporarily. 

311. Except as in foregoing Rule the use of the Use 
Ground Wire is strictly forbidden. Dividing then 
Circuit by Ground Wire is the cause of almost endless 
confusion and trouble, and any Operator found guilty 
of this practice will be severely dealt with. 

312. Operators are expected to use all proper Repo 
efforts to obtain and forward causes of delay. When '^''''*^ J 
such delays occur at their Stations, they will in 
all cases ascertain and report the cause, and if a Train 
is being detained an unusual length of time, imme- 
diate notice must be given to the Train Despatchcr. 
If a Train, having received running orders, does not 
leave the Station promptly, the Dcspatcher must be 
notified in order that he may, if necessary, alter his 
arrangements. 

323. Operators are expected to keep close walchTaw 
o( die Lines at their Stations ; to see that they do not sf^ 
get crossed or detached from the insulators; that 
Ihcy are kept clear from all buildings, Ircas, &.c.*, koA. 
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that whenever they cross the Track they do not get s6~ 
slack as to endanger the lives of Trainmen. 

^^ , 324- No, I Through Wire. All Operators should 

Wire. watch this wire closely, and be prep ed at all timi 

when not busy on the Despatcher's Wire, to 
their calls on No. i. 

325. Keys are frequently carelessly pushed open by 
books lying on the table. These books should be 
carefully laid a ide when not in use so as to avoid 
this dauger. 

A^iudnj 326, Operators must always know that their relay 
Is properly adjusted before they open the key. This 
is especially necessary in damp weather. 

DsyOper- 327, At Offices where there are day and night 

diKBe. Operators, the day Operator will have general charge 
of the Office. 

OidbaLisy 328. Old copper and zinc from batteries should be 
taken care of until a quantity has accumulated, when 
it should be billed and sent through the Stati{ 
Master to the Telegraph Inspector at Hamilton, 

The Key, 329. TIlC Kcy.— The side screws should be 
adjusted as to make the piatina point ol the li 
strike the piatina point of the anvil squarely, and not 
on one side, and so as to hold the lever firmly in place, 
allowing no motion fiom side to side, but care must. 
1)6 taken not to bind the lever too tightly. 

330. Too much play between the points is apt 
cause imperfect connection of Circuit when writing, 
jji. A piece of paper drawn back and fc 
between the points will lemovc dw\. a.\v& ■^xft^ 
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332. Any fault in the working of Instrara en ts or J'a"^'* »«» 
Batteries must be prom tly communicated to the 
Telegraph Inspector. 

The Wires are numbered as follows : Numbers of 

No. I. — Through, Clifton to Windsor. 

No. 2. — ^Despatcher's Wire. Clifton to 
London. 

No. 3. — Despatcher's Wire. London to 
Windsor 

No. 4. — Loop Line. London to Ft. Erie. 

No. 5.— W., G. & B. Hamilton to 
Southampton. 

No. 6. — Toronto Branch. 

No. 7. — L., H. & B. London to Wing- 
ham. 

No. 8.— Sarnia and Port Stanley Branches. 
Pt. Stanley to Sarnia. 

No. 9. — S. Ex., W., G. & B. Palmerston 
to Kincardine. 

No. 10. — Brantford & Tilsonburg Branch. 
Harrisburg to Tilsonburg. 

No. II. — Short Wire. Clifton to Sus- 
pension Bridge, N. Y. 

No. 12. — Cable Wire. Windsor to De- 
troit. 

No. 13. — Cable Wire. Fort Erie to 
Black Rock. 

ABBREVIATIONS. 

NUMERALS. 

J. Wait a minute. 
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« 

2. Give me correct time. 

4. Where shall I proceed ? 

5. Train Despatcher's Signal. 

6. All ready. 

7. Testing Wires. 

8. Am busy on other Circuits. 

9. Correct. 

10. Keep Circuit closed. 

11. Did you receive my last ? 

12. Lightning troubles us. 

14. Write firmer ; connect Circuit better. 

17. Important. 

18. What is the matter ? 

21. This is of great importance, and must 

precede all other business excepting 
Signal " 5." 

22. Are there any specials to-day? 

23. A message for you and others. 

24. Have you anything for me ? 

25. Very important, and must precede all 

other business except Signals " 5 " and 
"21." 

26. You may use Signal " 25 " to send answer 

to this message. 

27. Repeat this back to me. 

28. Public or commercial message. 

30. Finis. 

31. How do you understand this ? 

32. I understand that I am to 

34. To be run by Telegraph arrangements. 

35. Warn Trains and Trackmen. 
38. Train orders wanted. 

O. K. All correct 



GENERAL INSTRUCTIONS. 



GENERAIi IKSTRUCTIONa 



REGULATIONS FOR RUNNING OF TRAINS- 

2iS- Trains are classed as follows : f, 

FIRST-CLASS. 

ist. Through Passenger Trains, 
and. Local Passenger Trains. 

SECOND-CLASS. 

3rd, Mixed Trains. 
4th. Stock Trains. 
5lh. Freight Trains. 

Gth. Wood, Gravel or Construction Trains. 
^4. First-class trains are superior to those of the 

id-class. 
EJS, Trains of an inferior class must keep out of^ 
; way of all Trains of a superior class moving in''- 
either direction ; and Irregular Trains must keep en- 
tirely out of the way of all Regular Trains. No Train 
of any inferior class must leave'lhe Station next preced- 
ing that at which it should be met or passed by a Train 
of a superior class unless it can arrive at' the latter 
Station by its average rate oi running ten minutes 
before the leaving time of the Train of superior c!ass_ 
336. The Clock in the Telegraph , Office at 'Ham- 
ilton is the standard time. MThe correct time isTi™ 
telegraphed daily to the principal Stations, and the 
Clocks at London, Windsor.'Suspension BridgCj For 
^£||^ St. Thomas, Palmer n d Ho.Ti\^\n% 
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Standard for those who cannot regulate their Watche 
by the Hamilton Clock. Conductors and Engine 
Drivers are required to regulate their Watches daily by 
the standard time; and when running where the] 
cannot regulate their Watches with the Clocks i 
either of the above-named Stations must regulate then 
by the time of the Conductor they first meet who h 
done so. 

337. The heavy figures on the Time Card denol 
that Trains are in the ordinary course to meet 
pass one another, and Trainmen, by referring to col 
responding figures on same line of Time Table, ' 
see what Trains are to be met or passed ; but it, from 
any cause, a Train becomes irregular and is unable tj 
make its regular crossing Station at the appointaj 
time, Rule No, 352 must be strictly observed, 

338. All Trains on the Main Line going toward 
LONDOX in either direction have the absOlUB 
right tn the road against Trains of the same i 
inferior class going in an opposite direction. Traiq 
going in either direction from London will 1 
inilefillltely for Trains of same or superior dai 
that may be behind time coming from an oppi 
site direction unlesi regular Train Orders to proceei 
are received. In like manner, all Trains on Loq 
Line goiog towards ST. THOnAS in either dirj 
tion have the right to the road over Trains of iH 
same or inferior class bound in the opposite direction 
those on AUanburg and Welland Railway approachiw 
WELLAND JUIVCTION have right to the ro^ 

T those of same or inferior class going 
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Welland Junction to Allanburg, Clifton and Merritton 
Junciions ; but Welland Railway Trains have right of 
road over G. W. R. Trains between Merritton Junction 
and Welland Junction when going in either direction ; 
and G. W. R. Trains, when running between these 
points, will be governed by Welland Railway Time 
Table as regards Trains of that Company ; those on 
Toronto Line approaching HAIIILTOX have the 
right to the road over those of same or inferior class 
from HamiUon to Toronto ; those on Wellington, Grey 
and Bruce Division approaching HARRISBrRC! 
have the right to the road over those going from 
Harrisburg; those on Wellington, Grey and Bruce, 
Kincardine Division approaching PALMERSTOjV, 
have the right to the road over those of same or 
inferior class going from Palmerston, Those on the 
Brantford and Tilsonburg Division approaching 
HARRlSBrRCi have right to the road over 
Trains of same or inlerior class going from Harris- 
burg ; those on the Sarnia Division approaching 
LONDOIV have the right to the road over those of 
same or inferior class going from London, and those 
on the Petrolia Branch approaching PETROLIA 
JlTPiCTION have right t.. the road over those of 
same or inferior class going from Wyoming J 
Those on London and Port Stanley Division approach- 
ing LONDO?f have right to the road over those 
same or superior class going from London ; those 
London, Huron and Bruce Division going towards 
LONDOiy have right lo the road over those 
le or inferior class going ftom VAaio^',Nw*.' 
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Train mnoing under this right will leave a Station o 
pissing-place where it should meet a Train of the 
same class until five minutes after iis Card Time i 
unless the Train it should have met has arrived, i 
this five minutes must be observed at every succe 
iog Station until it shall have met the delayed Tra 
unless distinct Telegraph Train Orders are giveoj 
the contrary. 

339. Hoinoka Junction.— Main Line Trd 

have right of road over Sarnia Trains of same or | 
ferior class between London and Koinoka when gi 
in cither direction. 

340. Sarnia Trains have right of road over PetrO 
Branch Trains between Wyoming and Petrolia Jua 
tion going in either direction. Between London 9 
Hyde Park Junction, London, Huron and '. 
Trains must keep clear of all Main Line and Sai 
Trains. 

Between Wlngham and Wingham Junction, LondS 
Huron and Bruce Trains must keep clear of all \ 
Ijngton, Grey and Bruce Trains. 

341. Trains possessing the right of road are ( 
titled to the Main Track at the turnouts, but ' 
take the Side Track when arriving at a Station | 
time to do so, if it is known that a Train is to be pnsH 
at such Station, or if, by doing so, time can be savq 
In either case it must be done promptly. 

34a. Should a Train having right to the road | 
ordered not to leave a Station until a specified tiof 
16^. Xi?in ^ arrived, the Train thus 1 
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must, if the expected Train does not get there, wait 
the usual five minutes for sately before proceeding. 

343. No Train will proceed towards'^ a Station 
where il expects to meet a Train" of the sarae*_class 
possessing the right to the road, unless it lias ample 
lime to arrive there slrictl)' at ^or^ before the Time 
of the latter Train to leave. 

344. When two or more Trains are running in 
company on the time of a starred |Train, the Train 
or Trains that are following mast .run into starred 
Stations with extreme caution, 'with the expectation of 
finding t^e leading Train signalled to stop, 

345. No Train must be started from or allowed toT™ 
pass a Station or Siding within ten ininutes after a 
preceding Train of the same class. 

346. Special Trains must be run between Stations 
at the same rate of speed as same class of Train is 
timed to ran in Time Table, and must be switched 
clear of Main Line at least ten minutes before 
Regular Trains are due to pass. 

347. Engine Drivers of Trains moved by Special 
Order and of all Irregular Trains will approach 
Stations with extreme caution upon the supposition 
that another Train will be met, or that the Main 
Track will be occupied. 

348. Engine Drivers and Conductors of Trains ap-T.iaflrjj 
preaching Stations at which they are to meet or passmce' -" 
other Trains will not be permitted to take any 
chances in running ahead to back into Side Track, but 

.take the first Switch and tuiv in 'dt«i qS. S 
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Main Track, if the Trains they have to meet or p 
are not in or going in the Siding. 

349. When Conductors receive orders to 
avoiding Regulars, which means from each directiQi 
they must post themselves as to the mnniug of Trai 
following. 

350. When a Train has orders to run regardlesB-H 
a specified Train, it gives the Train under such ord 
no rights over another Train. 

1 351. In cases where there is a possibility < 

a Train being overtaken by another Train, Conducta 

^ must put off a Erakeman in good lime to signal 1 

warn the Train following. When Trains have \ 

meet and pass at Side Tracks where there : 

Swilchmin, Conductors must let themselves in a 

out of these Side Tracks, and see that the Switd 

properly set for the Main Track and locked. 

Switch is not lighted and Engine Driver cannot » 

that Switch is left properly set for Main Track, he wiff 

make sure his Conductor knows Switch is left right. 

™ 352. The five minutes alluded to in Rule No. 338 

s. are allowed for difference in watches, and no part of 

the time thus allowed must be used by Trainmen to 

enable theni to reach a Station to meet a Train 

unless ih case of unavoidable detention by failure of 

Engine or accident, in which case a Red Flag must be 

sent ahead to insure safety. 

353. The Double Track between Windsor and 
Glencoe will be used by all Trains — Trains bound 
West taking South Track and those bound East the 
Track. But Engine Drivers of all Tiaij 
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Irosch cautiously Single Track Switches east of 
Glencoc, and be sure, when leaving Double Track, 
and before proceeding on Single Track, that all Trains 
affecting right of road have been^met. 

354. On the Double Track, Freight Trains mustTakingcr 
not be run so as to delay Passenger Trains; and in 
taking the Cross Switches Conductors will see that 
their Trains are properly protected, Engine 'Drivers 
keeping a shar|) lookout for Trains approaching, and 
Conductor as vigilant a lookout for Trai ns'f olio wing, 
and be ready always to drop a Brakeman with proper 
Signals. 

355. Should a Train running on the Double Track wian. 
be at a stand, disabled, the "Red Shade" must be Do" 
exhibited by Engine Driver to signal Train approach- 
ing from opposite direction not to pass until nature 
of accident is known; and should opposite Track be 
found obstructed, then Engine Driver must detach 
his engine and run ahead 1,000 yards and tliere re- 
main until usual Train Signals have been placed, then 
return, continuing the exhibition of "Red "Shade 
until opposite Track is clear. 

356. If a Train passing in the opposite direction 
be noticed not running safely, Green Shade will be 
exhibited to warn any Train following; but if the 
'JVain passed is disabled, then Red Shade must be 
flashed in face of following Trains. 

357. Station Masters and Switchmen will see that Bii 
blind S vitches are not set to lead from Side Tracks to ^^ 
Main Irack, When not in acUial use they must be 

let and locked for the stIa\^VvXt\a^J^i^'&l&(we. 



Si 

1 

ngcroM 
dies. 

I 

EH ills. I 



GENERAL rNSTRUCTIONS. 

358. A Red Flag by day and a Red Light al night, 
in addition to Head Light placed upon the front of an 
Engine or Train, and a Red Flag or additional Red 
Lamp fully displayed from the rear of the Train ■ 
Engine indicates that the Engine or Train is follo'v^ 
by another, and the following Train or Engine i 
always be considered as part of, and as having all i 
rights of, the leading Train or Engine, and Conduj 
tors and Engine Drivers must so regard it and v 
for' all the' other Trains or Engines in company^ 
definitely, 'and 'pass them all at the same point, unlq 
this Signal'is cancelled by De spat cher when the o 

I in Station Telegraph Book will state where. 

359, Whenever an extra Train or Engine is ' 

I follow another, 'and is being flagged by the precedin 
[ Train or Engine, notice thereof must be given to t 
1 Despalcher and to the Conductor and Engine Driw 
of tile forward Train, who will cause the proper S 
nals to be displayed, and notify all Conductors! 
Trains [that .he, may pass that a Train is tollow|| 
and must be waited for. Conductors and En^ 
Drivers must always see Flags or Lamps displan 
before their Train starts. 

L 360. Whon a flagged Train that is following anoth 

"'"'^loBea time the Conductor of the flagged Tr-iin i 

report to the Truin Deapatchei and ask for orden 

and when the Flag ia ordered down or when tLa 1 

ias reached ita destination Conductor of Train oai| 

iDg the Flag will see lliat sucK meam^e 

-written ia Teloijfaph Book aud t\iatO?Bw.\« 
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Telegraph Signals ao as to atop and notify Trainmen 
interested. This of ooitree will not iliapense with the 
necessity of his also telling Oonductora of Trains 
uguiiiBt whom he is runtiiog. 

361. Conductors of Ti-ains carrying Flags, in addi-M 
tion to seeing that the Telegraph Signal is shown and of 
notice is entered in Telegraph Book aa prescribed, 
will make sure that the men they meet on Trains 
bound in opposite difections and affected by the Flag 
are distinctly notified of such Flag, 

362. Engine Drivers flagging Trains will sound 
their whistle when approaching Trains to call atten- 
tion to Flag Signal (which they mast know is exhibited 
on their Eng^e), and reduce speed so that their Con- 
ductors can notify Trainmen, and the7 will not pass 
such Ti-ains until signalled by theii- Conductors to 

363. Should a Train that is being flagged fail tooihuTni 
keep up, and a Train of superior class going in same betu.^ 
direction gets in between the Trains in company, itpiJ^^ 
does not take away the rights of the flagged Trainj """*' 
ftnd all Trains going in the opposite direction will keep 
out of the way in the absence of Telegraph Orders to 
the contrary ; but no Train except a Train of superior 
class will como between a Flag and the Ti-a 
flagged, and the superior class Train will carry a Flag 
in the intervening distance, 

364. Engine Drivers must keep a sharp lookout (op 
Trains on Sido Tracks, and when they see one with 
the Conductor »( front of Engine exV\V>\\.\\i% *. "9»«A. 

r Mid tear Eugina Driver ot BitB.TiAiiiit "^'^ 
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saund hia whistle three tunes th«7 will undereb 
n that the Train oa Side Track wishes to be flagg 
■ the next Telegraph Station, and the Engine Drivet 
the pasajng Train will atop and not display the requi 
Flag until his Oimductor is aware of the arrangem 
At night, the C'ondiictoi' will nse the Red Lamp inet 
of Flag, which he will raise and lower several timei 
a Si^aal, the Engine Driver blowing his whistlaj 
above. Wheth the weather is foggy and Signals i 
difficult to discern, groat caution most be had in tfl 
use. Conductors must always know whea tU 
!Bugine is fiai^ng a Train. 

365. Should a Train be held hy another botwi 
Telegraph Stations, the Conductor of Train thus hn 
may, by giving the Signal, aa per Rule immedia 
preceding, require the first Train pisaiog him botu 
in the same direction to Flag him to the next Td 
graph Station, on hia arrival at which he must pepf 
to the Train Despatcher. Except as above, Sigw 
must not bg carried for extra Trains unless by diTl 
tion of proper authority. 

366. Orders fi'om the Train Despatcher must alwi 
be obtained before an extra Engine with or withoa] 
Train is started in company with a Regulat 
and the fact must always be expressly understood^ 
all the men upon Trains running in company. 

367. No exti'a Engine with or without a 
will pass over any portion of the road unlega 1 
specidl permission of Superintendent, or Asaista 

Superintendents, and only one ^taoiv 6\«iNW>6^^m 
-ted to move Trains by BpecV&l oviei a.t ttic saia* '^ 
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and before an Engine can return after piloting a Train 
to any Station regular Train orders must be obtained Extra En- 
from the Train Despatcher. In case the Engine is flS^T^n^ 
not required to go with a Train as far as the next^"^ *'*' 
Station, an order to return must be obtained by 
Engine Driver from Train Despatcher at Station from 
which Engine starts. 

368. When an Engine Driver of an Engine or 
Train has an order to run, or runs looking out for 
another Train or Engine, he must keep whistling and 
be carefully flagged around curves. 

369. Freight Trains must not be run on the time 
of Passenger Trains except regular passing arrange- 
ments have been made by the Train Despatcher. 

370. The speed of Freight Trains ordinarily must |p«?^o^ 
not exceed 17 miles per hour except in cases of emer- Trains. 
gency, but under any circumstances 20 miles per hour 
shall not be exceeded, and Engine Drivers will not 
accept time orders necessitating a higher speed than 

that named. During winter months all Trains must 
be run with extra caution. The speed of Freight 
Trains then shall not exceed 15 miles per hour. 

371. Working the Trains under the Telegraph ^sef and*' 
system renders extreme caution necessary, and jj^^^jn^rrack 
Switches must at all times be kept standing for the 

Main Track, as Trains may be expected at any 

moment. The man that opens a Switch 
must close and lock it for Slain Track. 

Conductors are responsible for this duty where there 
happens to be no Switchman. Stationmen will not be 
relieved of the urgent neoenaity oi «i^m^^\L^T^^\::s:^&)s^ 
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paaa out of Side Ti-acka that Switches are locked lor 
Main Track. The pin must aJ ways be inserted, and 
care taken to see that it ie on the proper side of the 
lever. 
I* 372. The safety of life and property imperatively 
demands that every peraon, in any manner connected 
with the movements of Trains by Special Order, 
should use the utmost care and watchfulness, and 
that all Bules regarding the same movements should 
be strictly observed. Orders should be made plain 
and explicit, and if not fully understood by the parties 
addressed, an explanation should be required before 
taking the order. After the reception of an order it 

uiast be obeyed TuUy and to the letter. 

" 373- No Train must, under any circumstances, lettTfl 
a Station ahead of Time, except by Special Oti 
from competent authority. 

r 374. Trains will be run under the direutions of H 
Conductor, except when hia directions conflict with 
the Eules, or involve risk or hazaiii, in which case 
all the participators will be held I'eapont 

375. All Conductors, immediately before Bta 
will go to the Telegraph Office to enquire if any d 
dera are there ajrecting the movement of their Tn 
and to ascertain the position of all Trains to be passed 
on the journey, at what time the preceding Tiuin left, 
and Conductors of Freight Trains will wait at the Tele- 
^aph Oflice until their Train is ready to leave, so that 

they CUD be quickly reached \)5 tteO'peTBi.Q'c or Station 
Master. Thia Rule is not iiitenieA to ea.<so»«tii! 
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Operators for neglect in prompt delivery of messages, 
but as an additional safeguard. 

376. Loaded oil cars must not be run on Passenger on Cars. 
Trains, and Station Masters will see that allBox Cars 
containing Petroleum Oil in Cans or Barrels have an 

" Oil Card " tacked on above the ordinary Car Label. 

377. Promptness on the part of Trainmen and ^^^'^gP'^^^^if. 
Operators in the transmission of, and response to, ^"s Trams. 
Telegraph Orders, is of the utmost importance in en- 
abling Trains to move with regularity, and save de- 
tentions, and all concerned must bear in mind that, 
frequently, a few minutes* ud necessary loss of time at 

a Station results in some hours* delay in accomplish- 
ing the whole trip, and thus the importance of all the 
despatch possible, consistent with the safety of 
Trains. 

378. Station Masters will always give Operators 
what assistance they can in sending for and getting 
Trainmen ; but Operators are responsibla for the 
prompt and faithful delivery of Train Orders. 

379. Orders affecting the movement of Trains mustl]j^^" 
be made by the Train Despatcher direct with Con- 
ductors and Engine Drivers in the following manner • 

380. All Ox'ders and Messages relative to the move- 
ment of Trains must be written in full, and no abbrevia- 
tions used except the Telegraph abbreviations " 31 '' 
and " 32.** Despatchers and Operators in receivin 
** 32*8** will patiently and carefully listen to Uift (^r^A 
of the message, and make sure t\ia\> ^«k.^ ^o^cvS. ^\A 

£gure iff acoarafcely repeated. 
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5t="S^ 381. All " 31 "Telegi'aphic Orders must be entered" 
f"^«™"- in. Ink by ihe Heceiving Operator into a book kept 
for that purpose, and copy handed Conductor. They 
intist be read aloud by the Opei'ator in hnarmg of tl 
Conductor, who will, looking on the Oi-der Book, < 
ptire the original there with the copy, and, if corred 
sign on the book hia understanding of the Order, & 
also, aign for his Engine Driver; but before acceptim 
it see that it is endorsed on the back a 
the Operator, and .before starting hia Train read it ^ 
his Engine Di-iver, make sure that he Inlly under- 
Btands it, and hand it to him to retain until end of 
journey, when be will band it to the Locomotive 
Foreman. 

Train .0 382. When the Red Telegraplic Signal ia exhibited 

Teheiaph all Trains must stop, and Conductoi-e must at once go to 

eibibiied. the Telegraph Office and procure whatever Oi-dere may 

be thei'e for them. After a Ti-aln has received Orders 

the Telegraphic Signal must be turned to "Alt Right," 

Delays 10 be ^H^. In all cases when Trains are delayed Oondtu 

Train DBS- ors must at the time report the facts fully, by Tail 

graph, to the Train Deapatoher. giving the causa t 

the detention. Whea delays take place at a Station 

where there is no Telegraph, Conductors must report 

the facts to the Train Dospatoher from the first Te la- ' 

graph Station they stop at. 

384. When an Opei'ator receives a message i 
Express Trainmen, warning them that 1 
Train is running ahead, the Opei-ator will add on tba 
fucB and at the bottom ot tlie Qrie\ 'i.W twae at which 
the Freigb t Tmin left Mw Sta-tion ■, wii ■Ow<^ 
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GENERAI, INSTRUCTIONS. 

will also copy in bis book tbe infonnatioii lie gives on 
tbe bottom of the Despatober's Order, bo that Con- 
ductors may initial as haYiDg i-eceived it. 

385. Holding Orders will be addressed to tbe Oper-HoidiJ 
ator and Station Master, or the Station Master's Sub- 
stitute on duty, and during nights to the Opei-ator 

and Switchman or Night Watchman. Both Operator 
and Station Master, or Operator and Nightman, as tbe 
case may be, will " 32 " these Orders, and Operator 
will allow nothing to interfere with his immediate 
aotice to Station Master or Nightman, as tbe case may 
be, of these Holding Orders, 

386. Station Master or Nightman will see thatu.. 
Trains are held. Ojierator will be diBmissed if caught ^"^ 
signing for his Station Master, or his Switchman or 
Nightman, and when tbera is only an Operator on 
duty bis signature will be accepted, and be alone be 
held lespoasible. 

387. Operators when called for Holding or Tnun Holt 
Orders will see that the distant Semaphore is ptac 
at Caution, and will exhibit the Red Telegraph Signal 

at once, and not lower it until all Trainmen then at 
Station and due, or expected, are notified^ — an excep- 
tion being made in case of Express Trains not timed 
to stop and not necessary to stop, the Holding Order 
not affecting their Trainmen— when tbe Signal may 
be lowered, but waited on and raised immediately 
after they pans. The Red Signal so exhibited will 
bring all Trainmen to Office for Orders. Tk<«>e. -qsi^. 
affected and not held for Ordeta -wVft \ie l-arci^^A. 
the proper " Clearance Ocdet " ^)eS.ote^»■*3Wi,^- 
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lowed to pasa j but the Signal will be kept set antU 
those really interested are spnt for, found, and notified. 
Conductors will always haste to the Telegraph Office 
without being sent for when the Red Signal is shown. 
» 383. When Conductors are notified that they ai 
held for Orders or for the arrival of a Train they wi 
place their signaturea across the Holding Order on 
Telegraph Order Book. 
'' 389. At Night Telegraph Stations the Night Sta- 
- tion Masters or Switchmen must see that Operators 
keep awake. Any seeming negligence in attending 
to tnstruoientB must be reported without fail to thi 
Day Station Master, who will notify the Superinl 
ent, 

390. When two or more Trains going 
directions are at a Station at the same time, during' 
dark, the Signal to stai-t by waving the White Light 
must be given in such a manner that only the Engine 
Driver of the Train intended to be started shall ae^i 
the Signal. 

391. The arrivals and departures of all Trains mi 
be promptly reported, by Telegraph, to Train Dee-' 
patchers, 

;- 392. When a Slow Train, moving in advance of a, 
=. "Fast Train by Special Order, from any cause becomea .1 
unable to make its running time, the Conductor, 
soon as he discovers such to be the case, will drop 
Flagman to give warning to the Train following (if' 
T/ecessary placing Fog Signals on the Track), and put 
iis Train upon the first Switch W veaabiM.i'Ctv^ttixti- 
j.aiaiiuDg until lie has uBceived ftpecui Oxian- ' - — 
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GENERAL INSTRUCTIONS. 9 

ceed, or he omi go ahead in aocordance with the righta 
of his Train. 

393. When a Mixed or Freight Train is running Con4"="'" 
by Telegraph arrangement beyond its usual ehuntiag timt of de- 
place, the Conductor of a Passenger Train proceeding prec 
in the same direction must enquire at each Station 
how long such Mixed or Freight Train has left and 
inform hia Engine Driver. 

394. Train Deapatcher may at any time cancel Tm 
Card Time of any Train at a Way Station should he ^n' 
find it necessary to do so; bub in all cases where'""' 
Card Time ia cancelled Train Deapatcher will give a 
stated time to Train affected ; such time to be based 
on minimum speed for that class of Train, 

395. At a Siding where there are no Stationmen no 
Freight or other Train must stop after dark to leave 
off or take on Oars utdess the Ti-ain is safety protected 
by Signals in both directions. 

396. In every case of personal accident not only the Tn r 
accident itself but the fact of employing a Surgeon Acci 
must be reported to the General Manager and Super- 
intendent immediately. Sboold it be necessary to 
convey the sufferers to an hotel or provide accommo- 
dation, this also must be included in the Report. 

397. If auy Car of a Train take lire more than 300 wi,^ 
yards from any watering-place, the Train must be "'^^ 
stopped, the burning Car cut out, and every endeavor 
used to extinguish tbe tire. If the flames have 
reached any extent, a hole atiQiilJi bfe tt\x*i m ^"ft Vs^ 
of tbe Car and the flamea extVuguv&eA- \iit*iM^"'*-. 

tbe aiciea and ends cVoaeA. "Vas. 'SaMB»*' . 
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Driver must give what water he can spare from 

tender. 

Cwiductnr^ 398. FasHenger Conductors Bbonld see and Balata 

other on each Other wheu passing on their Trains. Freight 

^*™°^' Condiictore, when passing Trains at Sta.tion3 either 

night or day, must always be on the outside, and 

show themselves to men on Train they are passing. 

They are forbidden to ride on Engine, 

Bnikcsmiin 399. On Passenger Ti-ains a Brakesman mu&t 

always be stationed on the rear platform of the 

Car, in order to look out for Signals that may 

given from the Station after the Train Las started, 

400. No excuse will he taken from Conductors of 
Freight Trains being on Main Track switching, wood- 
ing, or watering, and delaying a Passenger Train. 
Reduced 401. The speed of all Trains when approaohi 

Busini; others must be so reduced and kept under control 

to admit of being brought to a stand if necessary, 
Freigiit 402- On Freight Trains a Brakesman will always 

10 Tide on" ride OQ Engine, watching the rear of Train and 
^"^'^ ready to get out on Train to set brakes as soon 

signalled. 
Wotkina 4O3.^0i>ndnctora of Wood and Construction Ti 

iSisniemo- *'l' daily, hefore leaving for their work, leave 
ww" "^ *'*^ Telegraph Operator a memoi-andum of where 
workii.g. Train will be wo' ing for the day, ani 

dutu will be t' graphed to London, Hamilton 
Palmerston, as he case may be, and a.lBQ posted i 
couapicuoas place for the iii?Qrma.t\ou «^ »i\ twearoeft.. 
~ ~ " ys Of Other days wten a ^oaA.'^vw" •^"~ "^ 



muB* ^^ 

{^ 

ood- 

and 
looa A^^H 

e -wt^H 

zm 

ton fflt^" 

)dina 

.eaTMiA. 






GENERAL INS'] 'RUCTIONS, 

work, notice to that effect must be given by the Con- 
ductor at the Telegraph Office. 

434. Wood, Conatniction or Gravel Trains nmst 
not, on auy account, be on the Main Line, within 20 
minutes of time of any Regular Trains being due, 
without Bpeeial orders to the contrary. 

405. In London Yai-d, East-Boiind Ti-aina will take Li 
the North Track and West-Bound Trains the South 
Track ; but as the double track there is liable to be 
used at any moment for shunting of Trains, caution 
should be observed by all Trains in running either in 
or out of the Yaixl, as it may be expected that the 
track on which tbey are running h occupied. 

406. On the Toronto Lino empty Passenger Trains 
running between Yonge Street and Queen's Wharf 
must be governed by Rule 338, but will have no right 
over regular Time Card Trains. 

407 Trainmen will supply themselves with Joint ^; 
Time Cards regulating the use of Esplanade Tracks. 
All Trains from Yonge Street must come to a stand 
at the Blue Signal post (or blue light at night) at the 
second Switch House, unless signalled by the G.T, R. 
Switchman to keep moving. 

408. Engine Drivers of all Engines, with or with- 
out Trains, approaching Queen's Wharf Ci'OSBing from 
either direction, aud the Grand Tnmk Junction at 
Poter Street, must come to a dead stand short of the 
crossing or fJemaphore, and wait for the Switchm 
Signal to proceed. Whistling on vVft "fia^ 
be avoi<i»iiI as much as possMe. 

The Union Statioa Maatet'a oviww 






GENERAL INSTRUCTIONS. 

reference to Trains going into or out of, or moving in 
the Union Yard, are to be promptly obeyed. The 
speed of all Passenger Trains running between Petor 
Street &nd Yonge Street Station must not exceed 4 
miles per hour, and when approai^hing the Bridge and 
Curve at the Humber, going east, must reduce speed, 
■n 410. On the "W., G. & B,, Freight Trains will not 

ruD ahead of any Pasaenger Train with leas than 20 
Minutes clear start during daylight, and 30 minutes 
during dark. Freight Ti-ains must not follow other 
Freight Trains at a less interval, hut may follow Paa- 
senger Trains at an interval of ten minutes. These 
intervals must be miiintained at each Station. 

KOMOKA AND COPETOWN GRADES. 

,f 411. The speed of all East-Bound Freight Trains, 

'" after passing Kom oka or Copetown, respectively, must 
be reduced before descending the grades east of these 
places, and must not be increased until the Brakeft>.« 
men are on top of the Cars, and have enough Braki 
set to keep theii- Train fully under control going dow; 
the grade. Oonductors are expected to know the c< 
dition of Brakes. Excuse that Brakes will not Ii 
will not be accepted. 

412. When the Telegraph is working under orditt*" 
Rry cii-cumatances (as to weatlier and state of rails), 
Eaat-Eoiind Trains must not leave or pass Uopetowo 
until a telegram has been received from Dundas thafcj 
the preceding Train has arrived there, and must n 
have or pass Dundaa tor "H.n.ai\\ton. u-nt\\. » 
(tf Gfteen minutes haa elapaei. V^bwifttt 




jrking order a clear margin of 20 minutes 
muBt be obseiveJ in tlie running of all East-Bound 
^baina betweMi Copetown and Hamilton, 

BRIDGES. 

1413. All Trains will be reqnired to croes'the follow- 
ing Bridges at a speed not exceeding ten mtJea per 
hoar : 

K.ottle Creek Bridge, north of St, Thomas, on 
t P. 8. Railway. 

Thames River Bridge, on the Loop Line. 
Kettle Ci-eet " " " " 

Tilsonburg " " " " 

Delhi 

Cayuga " " " " 

iductora will he held respoosible with Engine 
B for the strict observance of this Bula 

RAILWAY CROSSINGS. 

^4r4. Semaphorjes at Railway t'rosslnga Rxi>?^ 

must always exhibit the 8tO|l or DaUgcr HigUal, 

ejtcopt whoa lowered to allow a Train to pass, and Trail 
every Train or Engine from either direction must be pSi 

brought to a stand !it the Railway Crossing 

Semaplions nnd wii'-, there until the Sltilial to 

proceed is given, befoi-c passing over a Railway 
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SUSPENSION.INTERNATIONAL AND 
WELLAND CANAL BRIDGES. 

415, It is imperative that no Engine or Train 
riiu acraas the Siiapensioa Bridge at a greater rata 
speed than 5 miles per hour, oocupjing two minal 
passing from tower to tower, and no Engine or Cara 
shall be broiight to a stand on the Bridge during the 
passage across. Only Eight Cars of Stock, Twelve ot 
Freight, or Thirty empty Cars will be taken 

416. At Suspension Bridge, Four Whistles ai 
signal for Passenger Trains to or from N. Y, C 
Erie. Five WhistleB are a signal for Freight Ti 
to or from Erie. Sis Whistles are a signal 
Freight Trains to or from N. Y. C. 

418, Signalmen will not ring for the IJetuaphoi 
be lowered until the Switch is actually set and 1< 
for the Track on which the Train ia to pass. 

419. The Bell-rope must be attached to thi 
which hauls Passenger Tmina across the Suspoi 
Bridge. 

gn- 420. EngineDriverausing the International Brw 
at Fort Erie must provide themselves with copies of I 
Working Regulations, and be governed accordinglfi 

42 1 . The Semaphore and Disc Signals are 
to our own, with the exception of the "All Rigl 
night Signal, which is Gi-een. 

422. The Disc Signals in the Bridge prottcc 
DRAW BRIDGES— look ovltW^.Vcm. 

4S3. Passenger Trains o? ^^« 4\Sew^\. 
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Oompanies, and in the order of tbeir arrival at tbe 
JaactioEB, have preference over Freight TraitiB in 
croBBtng, 

424. Eogiae Drivera of all Trains mnst atop at the 
Bridge Telegraph Office and procure " Clearance 
Orders." 

415- The apeed of Trtiins on the Bridge ia limited sp„„j. I 
to 8 miles per hour, viz.: 3 minutes for Main Riven 
2 minntes for Squaw Island, and i ralnate for Erie 
Canal — in all, 5^ minutes from shore to shore. 

426. The Signals for each of the Three Eailway ri„(™,i(oi 
Companies to' approach and pass across the Bridge sign^* 
will be indicated hy the angle of the Semaphore arm 
and lights. (See Bridge Regulations.) But at the 
Fort Erie side of International Bridge the Switch 
leading from our Track to that of the G. T. 11. will 
indicate, when Bet for G.W.R., Red Disc through the 
day and White Light at night ; and the Switch from 
our Track to that of the Canada Southern, when set 
for G. W. R., will be Disc on edge in daytime and 
Oreea Light at night; and when the Switch is set for 
Canada Southern, Red Disc in day timeand Bed Light 
at night. When the Track is clear on Canada side 
for G. W, R. to approach the Bridge, the Semaphore 
arm In daytime will he perpendicular, thus |, and at 
night one Red Light on top of another_{one hung at 
each end of the perpendicular arm) ; when for the 
Canada Southern to pass, the arm and lights will lie 
horizontal, thus ~j~; and when for tW G.T. ^,,'Co*s 
Aad ligbta will be at tlie anj\e o? '^ te^'s*^^ 
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427. FOUR WELLAND CANAL SWING 
BRIDGES, — on Main Line at Merritton ; on Wel- 
land Railway, Chippawa Creek, at Port Robinson ; 
on Loop Line at Welland Canal and Feeder west 
OP Welland Junction — Engine Drivers op all 
Trains from either direction, before passing across these 
Bridges, must bring their Trains to a stand for AT 
LEAST THREE MINUTES to ascertain from the 
Bridge Tender that Bridge is closed and in perfect 
order for crossing. 



^^M CENBKAL RULES. 

&E1S"ER^L RULES. 

428. When the Cab Gong is soiinded once, Engine ^>3"9j 
Driver will instantly shut oft' Btenra, whistle on Brakes "^i*- 
but not stop, then look back Grst on the right tben on 
left side to obtain Signals, if aay, from Traimnen. 
At the Bame time the Fireman will pull bell cord to 
ascertain if Train has broken loose. If no Signal 
frota Bide of Train, and Fireman finds bell cord 
loose, then run ahead until detached portion is known 
to be stopped. 

419. When part of a Train becomes detached, the when -n 
Engine Driver should whistle on Brakes, and keep ]j|^'" 
moving ahead out of the way of the detached portion, 
and not back up close to it until he knows it has been 
bi-oughb to a stand, and after whistling be is signalled 
to approach. 

430. If the detached portion is not visible, nor its 
location known to the Gngitie Driver so that he can 
at once return to it, he will run to the first side track 
aoitable for the porlion of the Train he has and leave 
it 

431. The detached portion of the Train left on theDetidied _^ 
Main Track should be quickly stopped and protected p, 
by Signals, front and rear, by the Trainmen until the 
Engine returns for It, or until it is pushed forward by 
a following Train. If pushed forward the Trainmen 
will see that the En^^iae Driver pushing doft» wa tiB.iv- 
tionflJ/i is properly signalled and kee'pa "M\iv&\.\\»%, 'ftsA 

Tntio 80 pushed ia protecbed. 
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432. When the Engine Driver gets part of 1 
Tram iuto a side track, he can leave it and ret| 
with his Engine for the remainder, provided n 
lar Train is due in either direction. Shonid he hq 
to wait in the side track the arrival of a follow! 
Train, he caa ascertain as it passes where the det 
part was left, 

433. Should a Train be approaching from the on 
site direction having the right to the road, Enj^ 
Driver or Ti-ainmen should instaatiy atop it , 
whistle or other Signal, and the Engine Driver of i 
tached Train return in front of it flagging it, f 
ui>on its time, find and remove his Cars ofi the B 
Traok, withdraw his flag and let following Traia jl 
ceed, 

434. If at a Telegraph Station, the Engine Drifl 
will go to the office for a Train Order to return, I 
if this Order cannot be obtained, he will return a 
as presci-ihed. 

belayed 435" Each Train delayed on the track must be p 

„■ ,^^^ tected hy a man sent at least 800 yarda back or alia 

as the case may be, to warn approaching Trs 
the danger is over. In the nigbt tbb must be dq 
by swinging a lantern across the track, and at on 
placing four Fog Signals on the track proper distal 
apart. The rear Brakeman on all Trains should li 
his red flag or lamp ready at the rear of the last 6 
for immediate use, and nm with it and Fog 3igi 
the moment he can jnmp off. 
4j6, When aji aceident ^la^^na to * Tiwa, ( 
dactor muBt at once telegcaipb. imm- nsas^*'^^ 
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Station to Superintendent and Aeeistant SuiKrintcnd- ^^^°"JW^ 
fluts full particulars of how accident happened, time, '"f^-iSB 

position of Train, whether in cutting or upon an em- ■ 

bankment, nature, &c., extent of injaviee to paesen- J 

gera or damage to Engine, Care or Traok, and what H 

delay is likely to be caused ; if assistance is necessary, H 

whether Auxiliary is required, and whether trucks H 

or wheels are wanted. V 

437, Conductors and TrttiDnien of Through Express I 

Trains must join and leave their Trains at the S. Y. I 

0. Depot, Suspension Bridge, and Michigan Central I 

De)Kit, Detroit, and mast assist in directing passes- I 

gets from one Ti'ain to the other, and at sturting see ' I 

that they are comfortably aeated. I 

433. Conductors of Through Passenger Trains must I 

notify Train Despatcher, on i-eacbing London, of all I 

delays up to that point, and of other delajs at the end ■ 

of the trip by telegraph. I 

439- Engine Drivers and Trainmen, on arrival at a I 

terminus, will remain wilh their Trains until they are I 

safely switched off ihe Main Track. No unnecessary I 

delay will occur in relieving them. H 

440. Great care should be taken to prevent the H 
killing of cattle upon any portion of the Line, and 9 
Trains must come to a full stop if necessary to avoid H 
them. ^M 

441. Should anyone using this Rule Book have any H 
doubt as to th^ meaning of any of the Rules therein, ^M 
it is his duty to apply to his superior officer for a. H 
proper explanation. H 



102 GENERAL RULES. 



WESTINGHOUSE AIR BRAKE 
CONNECTIONS. 

442. These must always be coupled either to pipes 
of connecting Car or to pipes on opposite side of same 
Car. 

443. On Through Express Trains, for those freight 
Cars or foreign companies' baggage Cars, not provided 
with Air Brakes, spare piping will be kept at Clifton, 
Hamilton, London and Windsor, and Conductors will 
be held responsible for seeing that Car Foremen have 
these pipes attached before starting, making the cir- 
cuit complete from Engine to rear Car, and before 

« 

starting on a journey they must have the Air Brakes 
tested by getting the Engine Driver to apply ihem to 
see that they are in good working order. 

444. Before detaching cars or Engine, Brakemen, 
or those attending to such duty, must first see that all 
the air pipes are disconnected. This is most impor- 
tant to prevent injury to Air Brake arrangements. 



